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PEEFACE. 

It has long been my firm conviction that the teaching 
of Elementary Statics would gain in clearness and 
educational value by a more general use of geometrical 
methods. The fundamental propositions of the subject 
are essentially geometrical, but it is usual for the 
beginner to abandon the direct use of the geometrical 
methods in favour of the analytical formulae to which 
they give rise. This is a pity. Mathematical formulae 
fail to appeal to the eye with the direct force of a 
geometrical figure, and the power and neatness of the 
geometrical methods are unquestionable. The practical 
engineer makes considerable use of Graphic Statics^ but 
the subject has been much neglected in this country, 
and there seems to be no book which leads up by easy 
stages to the mastery of a subject at once interesting 
and instructive, and which can be systematically dealt 
with in a scientific manner. In most recently published 
text-books on Elementary Statics, an attempt is made 
to deal with the subject of Graphic Statics in a short 
chapter or a few articles, but the matter is worthy of 
better treatment, and there seems to be a growing 
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need for some such volume as the present, which deals 
with Geometrical Statics alone. The book is essentially 
an elementary one, and is intended to prepare the way 
for such works as Major Clarke's Graphic Statics or 
Professor Hoskins' Elements of Graphic Statics, 

Rather against the advice of friends, I have not 
attempted to write a treatise independent of existing 
text-books. My wish is to supplement, not to compete 
with, such. Hence the Principle of TransmissibiUty 
of Force and the Parallelogram of Forces have been 
assumed, and a direct plunge taken into the geometrical 
aspect of the subject. For the groundwork and, later 
on, for an exposition of the Laws of Friction^ the 
student is referred, by permission, to Professor Loney's 
Elements of Statics, 

In preparing this work, I have consulted most 
available English books which bear upon the subject, 
and, in particular, Professor Hoskins' Elemsnts of 
Graphic Statics. The method of lettering the diagrams 
is the extension of Bow's notation adopted in that 
volume. 

Each chapter concludes with a number of worked- 
out examples, which are followed by a set of exercises 
for the student. Each set contains a collection of 
numerical examples, followed, in most cases, by others 
of a more general kind, which are intended to be 
worked with the aid of elementary pure geometry. The 
numerical examples are designed primarily for solution 
by means of accurately drawn figures; a careful 
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worker, however, can in the more simple cases obtain 
fairly accurate results by freehand drawing, while the 
student of Trigonometry can calculate the lengths of 
the lines of his force diagram, and thus obtain accurate 
solutions. 

I may claim most of the examples as my own original 
problems, accumulated during the last six years while 
teaching the subject to Woolwich pupils. Those which 
are not original are taken, for the most part, from recent 
examination papers set to candidates for admission to 
the Royal Military Academy. 

The figures have, in most cases, been reduced in 
size from my original drawings, so as to admit of 
space diagram and force diagram being placed side 
by side on the same page. Those, however, which 
constitute the answers to numerical questions, are 
reproduced, in general, on the scale in which they 
were originally drawn. This has, in some cases, 
necessitated corresponding figures being placed on 
different pages facing each other. Attention is drawn 
to the numbering of the figures. Corresponding to 
the apace diagram 108, we have the force diagram, 
108a, etc. 

In conclusion, I take this opportunity of tendering 
my warmest thanks to several mathematical friends, to 
whom I am indebted for much kindly encouragement 
and assistance. My former mathematical master, the 
Rev. Henry Williams, read through the work in manu- 
script, and again as it went through the press, and 
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to his personal interest I owe much. I desire also, in 
particular, to acknowledge my obligations to my 
friend and former colleague, Mr. R. W. Bayliss, late 
scholar of St. Peter's College, Cambridge, who has 
also read through the whole of the proof sheets, and 
to whom I am indebted for many criticisms and' 
suggestions. 

Any corrections or suggestions for improvement 
from either teachers or students will be most thank- 
fully received. I have spared no pains in working out 
the answers to the examples, and hope that no serious 
errors will be found to have escaped correction. 

W. J. DOBBS. 

3 sunningdale gardens, 
Kensington. 

Jvly, 1897. 
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CHAPTER I. 

FUNDAMENTAL PRINCIPLES. 

1. Geometrical Representation of Force. 

A force is completely determined when we know 
(i.) its point of application, (ii.) the direction in which 
it acts, and (iii.) its magnitude. 

Now the point of application has a corresponding 
point in the diagram which represents the material 
system under consideration ; and from that point a 
straight line may be drawn in the direction which 
represents, in the diagram, the direction in which the 




Fig. 1. 

force acts; further, this line may be drawn of such 

a length as to represent, the magnitude of the force, 

by making it contain, on any suitable scale, as many 

units of length as the force contains units of foYO,^. 
D.s. A 



^. 



2 FUNDAMENTAL PEINCIPLES. 

Thus, in the accompanying figure, we have a diagram 
representing some material system, and the point 
of the diagram represents a material point of the 
system. The straight line OL is drawn in such a 
direction that it represents, relatively to the rest of 
the system, the direction of a force whose measure is 
6 applied at the point ; and OL is taken 6 units 
of length, and in this way represents graphically the 
magnitude also of the force, 

2. Now it is to be noticed that, in the above figure, 
we have two different scales. The outline of the figure 
and the position of the point represent the configura- 
tion of the material system under consideration, on a 
scale in which length represents length — for instance, 
one inch may be taken to represent one foot; while 
the line OL does not represent a material line of the 
system, for in this part of the diagi'am length represents 
force — for instance, one inch may be taken to represent 
the weight of one pound. 





Fig. 2. 

In order to avoid the confusion which would other- 
wise arise when a number of forces are represented 
in this way, it is found convenient to draw two separate 
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figures — one, a diagram of the material system under 
consideration, in which length represents length, called 
a space diagram; and the other, a diagram in which 
lines represent forces, called a force diagram. 

Thus HL, 6 units long, represents in the force diagram 
a force whose measure is 6 applied at the point which 
is represented by in the space diagram, 

3. Principle of the Transmissibility of Force. 

We take it as axiomatic, that two eciudl forces acting 
in opposite directions at two points J., jB of a rigid 
body, so that the force acting at A is in direction AB, 
and that acting at B in direction BA, produce no effect 
upon the body as a whole. The tendency is merely 
to compress the portions of the body between A and 
B, and as we are dealing with an ideally rigid body, 
that is, a body in which the several parts are so in- 
separably connected that they retain the same positions 
with regard to one another under all circumstances, 
the effect upon the body as one solid piece is nih 
Similarly, if the two equal and opposite forces act 
outwards instead of inwards, they produce no effect 
upon the body as a whole. From this axiom we 
deduce, as in Art. 19 of Loney's Elements of Statics, 
the Principle of Transmissibility of Force, which states 
that a force acting at A in the direction AB has the 
same effect upon the body as a whole as an equal force 
acting in the same direction at any point of the rigid 
body situated in AB or AB produced either way. 
Thus there are a succession of points of the body, all 
situated in the same straight line, any one of which 
may be considered to be the point of application of 
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the force. This line is called the line of action of the 
force, and the force is said to act along its line of 
action. Further, the line of action may be extended 
beyond the limits of the body, and the force considered 
as applied at a point outside the actual body alto- 
gether, if we suppose the body to be ideally extended 
so as to include this point, which must be treated as 
a point of the body. 

4. In practice, in representing a force geometrically, 
we do not trouble about indicating the point of applica- 
tion. In the space diagram we draw a line XY showing 
the line of action of the force, and insert an arrow 
to indicate the direction in which the force acts along 
its line of action; and in the force diagram another 
line HL, parallel to XY, shows graphically the mag- 
nitude of the force. The force is described as acting 
along XY when its direction is from X towards }', 
and as acting along YX when its direction is from Y 
towards X. 

r 




Fig. 3. Fig. 3a. 

A very convenient notation, and one which will after- 
wards be found to be extremely useful, is indicated in 
the figure. The letter h is placed on one side of the 
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line X F, and the letter I on the other ; then the straight 
line separating the spaces marked h and I respectively 
is called the line hi, and the force which acts along 
the line hi is represented in the force diagram by HL, 

5, The converse of the axiom above referred to (Art. 3) 
is equally important ; namely, two forces acting upon a 
rigid body cannot balance one another unless they are 
equal and opposite and act in the same straight line. 
This we also take as axiomatic, and it leads to the 
converse of the principle of transmissibility of force, 
which is as important as the principle itself. It is this, 
— ^if a force acting at A has the same effect upon a rigid 
body as a whole as another force acting at B, then B 
must be a point in the line of action of the first force, and 
the two forces must be equal and in the same direction. 

6. The Parallelogram of Forces. 

If two forces act along, and are represented by, the 
two sides of a parallelogram drawn from one of its 
angular points, their resultant acts along, and is repre- 
sented by, the diagonal of the parallelogram drawn from 
that angular point 

Thus, if a force whose 
measure is P acts along 
OA and is represented 
by OA, so that OA con- 
tains P units of length ; q" ^ j^ 
and if a force whose Fig. 4. 
measure is Q acts along OB and is represented by 
OB, so that OB contains Q units of length; then, 
completing the parallelogram OAGB, the resultant of 
P and Q acts along OG and is represented by OG. 
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Hence, if OG contains R units of length, the resultant 
of P and Q is a force whose measure is R acting 
along OG. 

This gives the following method for finding graphically 
the resultant of two given forces : 



,iV 



Let two given forces whose measures are P and Q act 
along the given lines AB, GD; it is required to find 
their resultant. Let the given lines AB, GD intersect at 
0. Then both forces may be supposed to act at 0. 
Along OB measure OL to* contain P units of length, 
and along OD measure OM to contain Q units of length. 
Complete the parallelogram OLNM and measure ON. 
Suppose ON contains jB units of length. Then the 
resultant of the two forces acts along ON and its measure 
is R. Its point of application may be taken to be 
any point in ON, or ON. produced either way. 

For the proof of this very important proposition 
see Loney's Elements of Statics, Art. 43. The student 
should notice that the two forces are represented by 
OLy OMy both drawn away from 0, and that the 
resultant is intermediate in direction to the directions 
of P and Q. 
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The force whose measure is jB, and whose line of 
action is ONy is not an actual force applied to the 
body; it is, rather, an ideal force which may be con- 
ceived to replace the given forces in their eflfect upon 
the body as a whole. We cannot locate the point of 
application of the resultant, although we are able to 
determine its line of action. This line of action may 
fall altogether outside the limits of the body on which 
the forces act. In such a case the interpretation is, 
that if the body be supposed to be ideally extended so 
as to include a portion of the line ON, the given forces 
may be conceived to be replaced by a force whose 
measure is R, applied, in the direction of ON, at a point 
of ON supposed to be rigidly connected with the body. 

7. In the above direct use of the Parallelogram of 
Forces it will be noticed that we have our space diagram 
and our force diagram in one ; in fact the force diagram 
has been constructed over the space diagram. This, in 
practice, would cause a great amount of confusion ; but 
we can separate the two diagrams thus ; 

2). 




/>• 




Instead of measuring a line along OB to represent 
the force P, draw SL in the direction of the force P 
to contain P units of length; also draw SM in the 
direction of the force Q to contain Q units of length. 



8 



FUNDAMENTAL PRINCIPLES. 



Then, completing the parallelogram SLNM, the resultant 
is represented in magnitude and direction by SN, and 
its line of action is a straight line through drawn 
parallel to 8N. 

8, But now we notice that we do not require to draw 
the whole parallelogram in the force diagram. All that 
is necessary is to draw one half of it, namely the 
triangle SLN. 

Hence, finally, we have the following simplified 
method : 

To find graphically the resultant of two given forces. 
Let P, Q be the measures of two given forces acting 
along the two given lines AB^ CD respectively. 





B S 



Starting from some suitable point 8, and with any 
suitable scale, draw SL equal to P units of length in 
the direction of the force P. This takes us to the 
point L, From L draw LN equal to Q units of length 
in the direction of the force Q. Then the straight 
line from 8, where we started, to N, where we finished, 
represents in magnitude and direction the resultant of 
the two given forces. We measure 8N and find it is 
(say) R units of length. Find 0, the point of inter- 
section oi AB and CD, Then the resultant is R units 
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of force and acts along a line through drawn parallel 
to SK 

This is the fundamental method of constructing the 
resultant of two given forces, and is the foundation of 
Graphic Statics, We see that the method fails when 
the point is inaccessible. We will return to this case 
in a future chapter. 

It is to be particularly noticed that the angle SLN is 
the supplement of the angle between the directions of 
the forces P, Q, 

9. Conversely, to resolve a given force into two com- 
ponents in two given directions. 

Let OL be the line of action of the given force 
whose measure is P. We may take any point in 





Fig. 8 a. 

OL as its point of application. Let OH, OK be straight 
lines through in the given directions. 

Draw AB in the direction of OL and of length equal 
to P units; then draw AC parallel to OH, and BC 
parallel to KO, meeting in C 

Measure AC, CB, Let AC contain X units, and CB 
Y units ; then X, Y are the measures of the components 
required along OH, OK respectively. For, by the pre- 
ceding piece of work, the resultant of X and Y is 
represented by AB and acts along OL. 
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10. // two forces acting along OA and OB are repre- 
sented by m times OA and n times OB respectively , 
their resultant acts along 00, and is represented by 
m+n times OG, where G is a point in AB such that 
m times AC=n times CB. 




Fig. 9. 

The force which acts along OA is equivalent to two 
forces acti/ng through represented by m times 00 
and m times OA respectively. 

The force which acts along OB is equivalent to two 
forces acting through represented by n times OG 
and n times GB respectively. 

Let the two given forces be replaced by these two 
pairs of components. Then the two forces represented 
by m times GA and n times GB, both acting at 0, 
balance one another, and can therefore be removed. 
Also the two forces represented by m times OG and 
n times OG, both acting along OG, are equivalent to a 
single force represented by m+n times OG acting 
along 00, 

Hence the resultant acts along OG and is represented 
hy m+n times OG, 

In particular, if the forces are represented by OA 
and OB, their resultant -acts along OG and is represented 
by twice OG, where G is the middle point of AB. 
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11, Ex, 1. Find the resultant of two forces 43 and 
'21 paunds' weight acting at an amgle of 105^''. 




With any suitable scale make AB of length 43 
units. Make angle -4 jB(7= supplement of 105J° = 74J°, 
and make BG of length 21 units. Join AC, Then, on 
measurement, J. (7 is found to be of length 42*5 units, 
and the angle BAG of magnitude 28 J°. Hence the 
resultant is 42*5 pounds' weight, making an angle of 
28J° with the direction of the first force. 

12. Ex. 2. Two forces^ one of which is of given Tnag- 
nitude, are inclined at a given angle. Show how to 
find the second force in order that the resultant may 
be of given magnitude. 

Taking AB to represent the given force to scale, 
make the angle ABX equal to the supplement of the 
given angle, BX being taken of unlimited length. 
Then the second force will be represented by some 
line BG taken along BX. To get the position of C 
we describe a circle with its centre at A, and its 
radius of such a length that it represents to scale the 
given magnitude of the resultant. 

The points, if any, in which the circle intersects 
BX are possible positions of the point G. If, as in 
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the figure, the circle cuts BX in two points C^^ G^ 
then measuring BG^^ BG^, we have two possible values 
for the force required. 




Fig. 11. 

Thus, we see that the problem may be ambiguous, 
admitting of two solutions. 

13. Ex. 3. The resultant of two forces is equal to 
one of them. Show that, if this force be doubled, the 
new resultant is at right angles to the other force. 




Let AB, BG represent the two forces. Then AG 
represents their resultant, and must, in the case before 
us, be equal to AB, 

If the first of the two forces be doubled, the force, 
so altered, will be represented by A'B where A is 
the middle point of A'B. 
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Thus A\ 0, B are points on a circle of centre A ; 
.*. angle A'GB, being an angle in a semi-circle, is a 
right angle, i.e. the new resultant is at right angles 
to the force represented by BC, 

14. Ex. 4. Shxyw that the resultant of two forces 
P+Q and P, acting at 120"*, is of the same magnitude 
as the resultant of two forces P+Q and Q, acting at 
the same angle. 




Take BDG a straight line, so that BD and DC are 
respectively P and Q units of length, and on it describe 
the equilateral triangle ABC. 

Then AD represents in magnitude and direction 

(i.) the resultant of forces represented by AB, BD; 
also (ii.) the resultant of forces represented by AC, CD, 
That is, AD represents 

(i.) the resultant of forces P+Q and P acting at 
120°; also (ii.) the resultant of forces P+Q and Q 
acting at 120^ 

.*. the resultant of the first pair is equal in magni- 
tude to the resultant of the second pair. 

15. Ex. 5. If one of two equal forces be reversed 
and doubled, the other remaining/ unaltered, it is 
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found that the magnitude of the resultant is unaltered. 
Find the original angle between the forces. 

Let two equal forces P be represented by -4jB, BG, 
so that their resultant is represented by AC, Produce 

^C CB to D making BD=2CB, Then 
AD represents the resultant of one 
of the forces P unaltered, and the 
other doubled and reversed. 
Hence, by the question, 
AD^AC, 
and therefore angle -4(75 = angle 
ADB, 

Bisect DB in K Then 
DE=:EB = BG, 
In the triangles ADE, ACB the 
sides AD J DE and the included 
angle D are respectively equal to 
the sides AG, GB and the included angle 0; 

.-. AE=AB; 

,'. ABE is an equilateral triangle; 

.*. the original angle between the forces is 60"*. 

16. Ex. 6. T^vo given forces act in one plane at 

two given points of a rigid body ; if they are turned 

round those points in the same direction through any 

two equal angles^ show that their resultant will always 

pass through a fixed point. 

Let two forces, P and Q, act at two fixed points, 
H and JT, in the directions OH and OK respectively, 
being the point of intersection of their lines of 
action. 

Take AB, BG to represent the forces P and Q 
respectively. Then AG represents their resultant R, 



Fig. 14. 
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which acts along a line through drawn parallel to 
AG. 

Now let the forces be turned in the same sense 
round H and K through the same angle, so that their 
new lines of action meet at 0\ Then, since angle 
OirO' = angle 0K0\ the locus of 0' is the circle de- 
scribed through H, Ky 0\ and angle jErO'ir= angle 
HOK, so that the forces are inclined at the same angle 
as before. 

If we suppose the triangle ABG altered so as to 
become the force triangle for the new position of the 
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forces, the lines ABy BG remain of the same lengths 
as before, and contain the same angle. But two sides 
and the included angle are sufficient to determine the 
triangle in size and shape. Hence the resultant remains 
of the same magnitude as before, and is inclined to its 
components at the same angles as before. If, then, 
OJ is the line of action of the resultant in the first 
position, and J the point where this line meets the 
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circle HKO, Of J must be the line of action of the 
resultant in the new position. 

Thus we see that the resultant passes through the 
fixed point /, it remains of the same magnitude as 
before, and it has turned through the same angle as 
either of its components. 



EXAMPLES I. 

1. Find the resultant of 

(i.) 8 and 3 pounds' weight acting at an angle of 120** ; 

(ii.) 8 and 5 pounds' weight acting at an angle of 120° ; 

(iiL) 5 and 3 pounds' weight acting at an angle of 60° ; 

and in each case give the angle that the resultant makes with 
the larger force. 

2. ABCDEF is a regular hexagon. Find the magnitude, direc- 
tion, and position of the resultant of forces of 4 pounds' weight 
acting along FB, and 2 pounds' weight acting along AE. 

3. ABC is a triangle such that AB^Z inches, BC=4 inches, 
(7-4 = 5 inches. If 1 inch be taken to represent a force equal to 
the weight of 1 pound, find the magnitude, direction, and position 
of the resultant of two forces acting along and represented by 
AC and CB respectively. 

Find also the magnitude, direction, and position of the resultant 
of 4 pounds' weight acting along AC, and 5 pounds' weight 
acting along CB. 

4. ABC is a triangle, having its sides BC, CA, AB of lengths 
14, 13, 15 inches respectively. Two forces, of magnitudes 25 and 39 
pounds' weight, act along the lines AB and ^(7 respectively. Find 
the magnitude, direction, and position of their resultant. 

5. Find the resultant of forces of 200 and 100 pounds' weight 
acting at an angle of 60°. 

6. Find the resultant of forces 15*8 and 23*7 pounds' weight 
acting at an angle of 113^°. 
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7. Resolve a force of 8 pounds' weight into two components, 
one of which is 3 pounds' weight in a direction making 60° with 
the given force. 

8. Find the angle at which two forces of 16 and 20 pounds' weight 
must be inclined, in order that their resultant may be 33 pounds' 
weight. 

9. Resolve a force of 31 pounds' weight into two components, 
making 98° and 40° with it on opposite sides. 

10. The resultant of two forces P and § is 8 pounds' weight, 
and makes an angle of 60° with the direction of P, If Q is 
7 pounds' weight, determine /', and account for the double result. 

.11. The resultant of two forces, which act at an angle of 120°, 
is 31 pounds' weight, and one of the forces is 35 pounds' weight. 
Find the other force, and account for the double result. 

12. Find the resultant of two equal forces acting at an angle 
of 120°. 

13. If the magnitudes of two forces are given, their resultant 
is greatest when they act in the same direction, and least when 
they act in opposite directions. 

14. The greatest and least resultants of two forces, of constant 
magnitudes, are given. Show how to find their resultant when 
they are inclined at a given angle. 

15. i^ is a point in the side AB of the parallelogram ABCD, 
Show that the resultant of the two forces, represented in magni- 
tude, direction, and position by CA and ED^ is parallel to one of 
the sides of the parallelogram. Find also the line of action of 
the resultant. 

16. If 2) is the middle point of the base BC of a triangle ABC, 
and the resultant of forces represented by BA, BD is equal to 
the resultant of those represented by CA, CD, show that the 
triangle ABC is isosceles. 

17. It is required to apply to a given point two forces of given 
magnitudes, in order that their resultant may be of given magni- 
tude and in a given direction. Explain how the directions of 
the two forces may be determined by geometrical construction. 
Under what circumstances does the construction fail X 

D.S. B 
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18. A given force is to be resolved into two components, one 
of which is of given magnitude and acts in a given direction. 
Explain how the magnitude and direction of the other component 
may be determined by geometrical construction. 

19. One of two forces is fully known, and the direction of the 
other is known. Show how to find the magnitude of the second, 
in order that the resultant may be in a given direction. 

20. One of two forces is fully known, and the magnitude of 
the other is known. Show how to determine the direction of 
the second, in order that the resultant may be in a given direction. 

21. Show how to resolve a given force into two others, one of 
which is of given magnitude, and the other in a given direction. 

22. Show how to resolve a given force into two components, 
such that their sum may be of given magnitude and one of them 
in a given direction. 

23. The resultant of two forces, one of which is fully known, 
is of given magnitude. If the known force be reversed, the 
resultant is of another given magnitude. Show how to determine 
the other force. 

24. The resultant of two forces P and Q is in a direction per- 
pendicular to that of P, Show that if P be doubled, Q remaining 
unaltered, the new resultant will be equal in magnitude to Q, 

25. A straight line DE is drawn parallel to the base BG of 
a triangle ABC to meet the sides AB^ AC in D, B respectively. 
Show that the resultant of forces represented by BE and DC is 
equal to a force represented by a line parallel to BC and equal 
to the sum oi BC and DE, 

26. Two forces P and Q act at an angle of 60°. Show that 
the magnitude of the resultant is unaltered if either of the given 
forces be replaced by a force P + Q acting in the opposite 
direction. 

27. The sides AB, BC, CD, DA of the quadrilateral A BCD 
are bisected at E, F, (?, H respectively. Prove that the resultant 
of the two forces acting along, and represented by, EG and HF 
is represented in magnitude and direction by AC What is the 
line of action of the resultant? 
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28. Two opposite sides AB^ CD of the quadrilateral ABCD are 
bisected at E and F respectively. Prove that the resultant of 
forces acting along, and represented by, A C and ED is represented 
in magnitude and direction by twice EF, What is the line of 
action of the resultant i 

29. Two forces are represented in magnitude and direction by 
OA and 20-5. Show that their resultant is represented by 30(7, 
where C is one of the points of trisection of AB. 

30. 0-4, OBy OR represent in magnitude, direction, and posi- 
tion two forces and their resultant. If OC and OD be two equal 
lines cut off from OA and OB respectively, and if OR meet CD 
in Q, find the ratio of CG to OD, 
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FORCES ACTING AT A POINT, 

17. To find the resultant of any number of given 
forces acting at a point in one plane, 

E 





Fig. 16. 



Fig. 16 a. 



Let Py Q, jB, S, T be the measures of five forces 
acting in known directions in one plane at the point 0. 

From any suitable point A, and with any suitable 
scale, draw -4i^ in the direction of the force P and of 
length P units. This takes us to the point B, From 
B draw BG in the direction of the force Q and of length 
Q units. This takes us to the point 0. Similarly draw 
CD, DE, EF in the directions of if, S, T respectively 
and of lengths R units, 8 units, T units respectively. 
Thus, finally, we arrive at the point F, 

The straight line from A where we started, to F 
where we finished, represents the resultant in magni- 
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tude and direction, and its point of application is 
0. 

For, the resultant of P and Q acts at and is 
represented by AG. Let P and Q be replaced by their 
resultant. The resultant of this force and R acts at 
and is represented hy AD; therefore the resultant 
of P, Q, and R acts at and is represented by AD, 

Proceeding in this way, we see that the resultant 
of the whole system* acts at and is represented by 
AF. 

The method is applicable to any number of forces, 
and the forces tnajT be taken in any order. Also the 
lines in the force diagram may cross and recross one 
another any number of times. It is only necessary 
that the arrows in the force diagram should go one 
way round* 

18. The student will^ in the following manner, be 
able to satisfy himself that he gets the same result 
in whatever order he takes the forces. Let it be re- 
quired to find the resultant of three forces, whose 
measures al'e P, Q, iJ, acting in known directions at 
the point 0, 

As before, take AB^, A^i» ^i-^ ^ represent P, Q, R 
respectively in magnitude and direction. 

If we had taken the forces in the order P, P, Q, 
we should have obtained the figure AB^GJD, thus com- 
pleting the parallelogram B^G^DG^. 

If we had taken the forces in the order Q, P, P, we 
should have obtained the figure AB^G^D, thus completing 
the parallelogram AB^G^B^. 

So Q, P, P gives AB^G^D, completing the parallelo- 
gram B^G^DG^, P, P, Q gives AB^GJD, completing 
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the parallelogram AB^G^B^y and R, QyP gives AB^C^, 
B^C^ clearly being equal and parallel to AB^. 





Fig. 17. 



Fig, 17 a. 



Thus we see that if we start at the point A, we 
always finish up at the point D, in whatever order 
we take the forces. 

The resultant of the system acts at and is repre- 
sented by AD, 

19. Equilibrium of a system of forces acting at a 
point in one plane. 

If, in the force diagram of Art. 17, the point F coin- 
cides with the point A, the resultant of the system 
vanishes. In this case, replacing the forces P, Q, i2, S 
by their resultant represented hy AE acting at 0, we 
see that the system is equivalent to two forces acting 
at 0, the one represented by AE, and the other, T, 
represented by EA, Thus the system reduces to two 
equal and opposite forces acting in the same straight 
line. Therefore the forces are in equilibrium. 

Hence we have the proposition known as 
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The Polygon of Forces. 

If any number of forces, acting at a point, be re- 
presented in magnitude and direction by the sides 
of a polygon taken one way round, the forces are in 
equilibrium. 

This of course includes, as a particular case, 

The Triangle of Forces. 

// three forces, acting at a point, be represented in 
magnitude and direction by the sides of a triangle 
taken one way round, the forces are in equilibrium. 

It is to be particularly noticed that, in the Polygon 
of Forces, the polygon is essentially a force diagram. 
The forces do not act along the lines which represent 
them. So also in the Triangle of Forces. 

20. Conversely, if a system of forces acting at a point 
in one plane be in equilibrium, and a force diagram 
be constructed, so that the forces are represented by 
straight lines each commencing where the preceding 
line ends, the arrows going one way round, then the 
last point must coincide with the first. 

For, otherwise, the system would be equivalent to 
a resultant represented in magnitude and direction by 
the straight line drawn from the first point of the 
force diagram to the last point. 

It is sometimes said that the converse of the Polygon 
of Forces is not true. But here we have a trwe converse, 
namely ; 

// a number of forces, acting at a point, be in equi- 
librium, it is possible to construct a closed polygon, 
ivhose sides taken one way round shall represent the 
forces in magnitude and direction. 
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This, of course, includes the following converse to 
the Triangle of Forces: 

If three forces, acting at a point, he in equilibriuw, 
it is possible to coiistruct a tHangle whose sides taken 
one way round shall represent the forces in inagnitude 
and direction. 

21. But there is a more general converse to the 
Triangle of Forces, namely: 

If three forces, acting at a point, be in equilibrium, 
and straight lines be drawn parallel to their lin£s of 
action so as to form a triangle, then the sides of the 
triangle are proportional to the forces to which they 
are respectively parallel. 

For, let P, Q, R be the measures of three forces in 
equilibrium, acting at the point 0. Take BG in the 
direction of P and make it P units of length. Take 
CA in the direction of Q and make it Q units of length. 

A 





Fig. 18. Fig. 18 a. 

Then the straight line drawn from A in the direction 
of R and of length R units, must terminate at B; 
otherwise the forces would not be in equilibrium. 

Now any triangle drawn with its sides parallel to 
the lines of action of P, Q, R will be similar to the 
triangle ABC, and will therefore have its sides pro- 
portional to P, Q, R. 
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In this wider sense the converse of the Polygon of 
Forces is not true, since two polygons with their sides 
respectively parallel are not necessarily similar. 

22. Three forces, of given magnitvdes, act at a point 
in one plane. It is required to determine how these 
forces must be ai^ranged so as, if possible^ to produce 
equilibrium. 

Let P, Q, 12 be the given measures of the forces, and 
the point at which they act. 





Fig. 19. 

Construct a triangle ABG whose sides BG, CA, AB 
are of lengths P, Q, -B units respectively. 

From draw straight lines in the directions of BG, 
GA, AB, Then, if the forces P, Q, R be arranged to 
act in these directions respectively, they will, by the 
Triangle of Forces, produce equilibrium. 

This determines the relative directions of the three* 

The method fails if any one of the forces is greater 
than the sum of the other two, as no triangle can be 
constructed having one side greater than the sum of 
the other two. In this case the problem is impossible 
of solution. 

If one of the forces, P, be equal to the sum of the 
other two, the triangle becomes a straight line, the 
point A falling in BG. This shows that Q and R must 
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be arranged to act in one and the same direction, aud P 
in the opposite direction. 

The student should notice that the angle between 
the directions of any two of the forces is the supple- 
ment of the corresponding angle of the triangle. 

23. Let P, Q, Ry S he the measures of known forces 
acting in known directions at a point ; and let X, 1' 
be the measures of two other forces acting at 0, at 
present unknown in magnitude or direction or both, 
which preserve equilibrium with the known forces ; 
all the forces being in one plane. 








K 



Fig. 20. 



Fig. 20 «. 



We can plan out the known forces in a force diagram 
at once. Thus, take AB, BC, CD, DE in the directions 
of P, Q, P, 8 and of lengths P, Q, P, 8 units respec- 
tively. This takes us from A to E. 

In completing the force polygon, we shall have to 
go from E to A in two steps, as EK, KA, where EK 
represents X in magnitude and direction, and KA 
represents F. 

To complete the figure, we must know 
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either (i.) both magnitude and direction of one of the 
remaining two forces, say X ; 

or, (ii.) the directions of both of the remaining forces ; 

or, (iii.) the direction of one, say X, and the magnitude 
of the other, F; 

OTy (iv.) the magnitudes of both X and Y, 

For, (i.) suppose the force X is known completely. 
Then we can draw EK, and joining iT to J. we have a 
straight line which represents the remaining force Y 
in magnitude and direction. 

Here, we see, we always get one solution, and one 
only. 

(ii.) Suppose the directions of X and Y are both 
known, but not their magnitudes. 




Draw EL in the direction of X, AM in the direction 
opposite to that of F, and let EL, AM intersect at K. 
Then, measuring EK, KA, we have X, Y respectively. 

It may be that LE has to be produced through E, 
in order to meet AM, In this case X is negative. 
Or, MA may have to be produced through A to meet 
EL, In this case F is negative. 
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Here, also, we always get one solution, and one 
only. 

(iii.) Suppose the direction of X is known and the 
magnitude of F. 




Fig. 22. 



Draw EL in the direction of X, and with centre -4, 
and radius whose measure is F, describe a circle, which 
may cut EL in two points K^ and K^, giving two 
solutions. 

Measuring EK^ we have one value of X, and K^A 
is the corresponding direction of F. EK^ gives another 
value of X, and K^ is the corresponding direction 
of F 

The circle may touch the line EL^ in which case 
the two solutions coincide ; or, the circle may not meet 
the line, in which case there is no solution. 

(iv.) Suppose the magnitudes of X and Fare known. 
With centre E, and radius whose measure is X, describe 
a circle, and with centre -4, and radius whose measure 
is F, describe another circle. 

These circles may or may not intersect in two points. 
Suppose they intersect in two points K^, K^, Then, 
again, we have two solutions. 
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The directions of Ji, Y are either those of EK^, K^A 
respectively, or those of EK^y jSyl respectively. 



Fig. 23. 

The two solutions coincide when X=Y, for then 
EK^AK^ \^ a parallelogram. 

It appears, then, that if we have a number of forces 
in equilibrium acting at a point in one plane, and if 
everything is known about the system except two 
details, namely, either the magnitude of one of the 
forces and the direction of one of the forces, or the 
magnitudes of two of the forces, or the directions of 
two of the forces, we can in general determine the 
two unknowns by the graphical method. 

24. Ex. 1. Find the resultant of forces of 4, 5, 6 
pounds' weight acting at a point in one plane, the angle 
between the first two forces being 37°, and between the 
first and the third a right angle measured in the same 
direction. 

Take any straight line OHy and make the angles 
HOK, HOL equal to 37° and 90° respectively. 

With any suitable scale, draw AB of length 4 units 
in the direction of OH, BG of length 5 units in the 
direction of OK, CD of length 6 units in the direc- 
tion of OL. 
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Then AD represents the resultant, and a straight line 
OjR, drawn through parallel to -41), is its line of action. 



A 




D 




Fig. 24. 

On measurement, we find that AD is of length 12 
units, and that the angle BAD is 48^°. 

Hence, the resultant is 12 pounds' weight in a 
direction making 48J° with the first force. 

25. Ex. 2. Find the magnitudes of the forces P, Q, 
in order that the system of forces, represented in figure 
25, may be in equilibrium,. 

Draw AB of length 4 units in the direction of the 
force marked 4, BC of length 2 units in the direction 
of the force marked 2, CD of length 3 units in the 
direction of the force marked 3. 

Through D and A draw straight lines parallel to the 
lines of action of the forces P and Q respectively, to meet 
in E, Then DE and EA represent P and Q respectively. 

On measuring DE, EA we find that 

P = 5'8, 
Q = 5. 
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^0 
Fig. 25. 



b: 




Fio. 25(1. 
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26. Ex. 3. Two equal fcyi'ces P are in equilibrium with 
two equal forces Q, all four being in one plane and 
actimg at the same point Prove that either (i.) the 
two forces P are in opposite directions and the two 
forces Q in opposite directions, or (ii.) the bisector 
of the angle between the two forces P is in the same 
straight line as the bisector of the angle between the 
two forces Q. 





Fig. 26. 



Fig. 26 a. 



Let a force polygon be constructed taking the forces 
in the order P, P, Q, Q. This will be a quadrilateral 
A BCD in which AB, BO are each of length P units, 
and GDy DA each of length Q units. Hence the 
triangles DAB, DGB are equal in all respects, so that 
DA and DC are equally inclined to DB, and AB, GB 
are equally inclined to the same line. 

(i.) Let A and be on the same side of DB, 
In this case A and C must coincide. Therefore the 
forces represented by AB, BG are in opposite directions, 
and the forces represented by GD, DA are in opposite 
directions. 
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(ii.) Let A and (7 be on opposite sides of BB, 

D 





Fig. 27. 

In this case a straight line parallel to AG m the 
bisector of the angle between the forces P, and also 
of the angle between the forces Q. 

27. Ex. 4. Find a point P, within a quadrilateral 
ABGDf such that the forces represented by PA, PB, 
PGy PD may be in equilibrium. 

A 




Find E and the middle points oi AB and GD 
respectively. Then the forces represented by PA, PB 
have for their resultant a force represented by twice 
PE\ and the forces represented by P(7, PD have for 
their resultant a force represented by twice PG. 

Hence, for equilibrium, it is necessary and sufficient 

that P should be the middle point of EG. 
p.s. C 



34 FORCES ACTING AT A POINT. 

Hence, take P at the middle point of EQ, Then 
we know that the forces represented by PA, PB, PC, 
PD are in equilibrium, and therefore, in the same 
way as above, P must be the middle point of the 
straight line joining F and H, the middle points of 
BG and DA respectively. 

Thus, we have here an independent proof of the 
geometrical property of the quadrilateral, that the 
straight lines joining the middle points of opposite 
sides bisect one another. 



EXAMPLES II. 

1. If the side of a regular hexagon ^5(7Z>J^/^ represents a force 
of 100 pounds' weight, find the magnitudes of the forces repre- 
sented by the straight lines AE^ AD, FB ; and, supposing them 
to act at a point, determine the magnitude and direction of the 
resultant of the three forces. 

2. If a straight line AB represents a force equal to the weight 
of 1 pound, construct a line which shall represent a force equal 
to the weight of 3^2 pounds. 

A, B, C, D are the angular points of a square taken one way 
round, and forces represented in direction by the lines AB, BD, 
DA, and AC, and in magnitude by the numbers 1, 2.^2, 3 and ^2, 
act at a point ; find their resultant. 

3. Forces 1, 2, 3 and 2>^2 act at a point in the directions of 
the sides AB, BG, CD and the diagonal DB of a square ABCD 
respectively ; determine their resultant. 

4. ABCD is a square ; find the resultant of the forces repre- 
sented by the straight lines AB, AC, and AD. 

5. OA, OB, OC are three straight lines inclined at angles of 
120" to one another ; a force 3P acts from A towards 0, a force 
AP from towards B, and a force bP from towards C. 
Determine the magnitude and direction of the resultant of the 
three forces. 
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6. Forces of 2, 3, x pounds' weight act at a point in one plane, 
the middle one being inclined to each of the others at an angle 
of 60**. If the force of 2 pounds' weight is removed, the resultant 
is of the same magnitude as before. Find x, 

7. The triangle ABC has its sides BC, GAy AB of lengths 8, 
12, 15 inches respectively. A particle is acted upon by forces 
of 2, 3, 1 pounds' weight parallel to and in the direction of BC, 
GAy AB respectively. Find the resultant. 

8. Find the resultant of forces 4, 2, 5, 3 acting at a point in 
one plane, the angles between 4 and 2, 2 and 5, 5 and 3 being 
90°, 30", 120** respectively, and all angles being taken the same 
way round. 

9. Forces 3, P, 6, 2, Q act at a point in one plane, the angles 
between 3 and P, P and 6, 5 and 2, 2 and Q being 90°, 60°, 60°, 
90° respectively, all taken the same way round. Find P and Q 
in order that the system may be in equilibrium. 

10. Find the resultant of forces 3, 5, 2, 4 acting at a point in 
one plane, the angles between 3 and 6, 5 and 2, 2 and 4 being 
90°, 60°, 90° respectively, all taken the same way round. 

11. Forces 2, P, 1, §, 3 act at a point in one plane, the angles 
between 2 and P, P and 1, 1 and §, Q and 3 being 30°, 90°, 30°, 90° 
respectively, all taken the same way round. Find P and Q in 
order that the system may be in equilibrium. 

12. Find the resultant of forces 5, 3, 2 pounds' weight acting 
in one plane at a point, the middle one being inclined to each 
of the others at an angle of 60°. 

13. Find the resultant of forces 11, 8, 3 pounds' weight acting 
in one plane at a point, the angle between each pair being 120°. 

14. ABGDEF is a regular hexagon. Upon a particle at A 
forces of 6, 8, 9, 8, 6 pounds' weight act in the directions ABy 
AGy ADy EAy ^/^respectively. Find their resultant in magnitude 
and direction. 

15. ABGDEF is a regular hexagon. Upon a particle at A forces 
of 12, 17, 6, 2, X pounds' weight act in directions ABy AGy ADy 
AEy AF respectively. Find x in order that the resultant may 
be in the' direction AG, 
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16. ABC is an equilateral triangle, and D is the middle point 
of BC, Find the magnitude and direction of the resultant of 
the following three forces acting at ^ : 3 pounds' weight in direc- 
tion ABy 2 pounds' weight in direction DAy 4 pounds' weight in 
direction AC, 

17. OABC is a square, and Z) is a point in AB such that 
AD is ^oi AB. Find the magnitude and direction of the resultant 
of forces of 4, 2, 3 pounds' weight acting at in directions OA, 
ODy DC respectively. 

18. OABC iA a square, each side of which is 1 foot in length. 
Z) is a point in AB 5 inches from Ay and J^ is a point in BC 
3 inches from B, Find the magnitude and direction of the 
resultant of the following system of forces acting at : 45 pounds' 
weight along OAy 65 pounds' weight along ODy 35 pounds' weight 
along EOy 66 pounds' weight along OC. 

19. Let be the position of a particle, and OA a straight 
line drawn through 0. Find the magnitude and direction of the 
resultant of forces of 10, 18, 20, 16 pounds' weight acting on the 
particle, when their directions make with OA angles of 0", 30*, 
90", 135° respectively, all measured in the same sense. 

20. Forces of magnitudes 3, 4, and 5 act at a point in direc- 
tions lying in one plane, and making angles of 15°, 60°, and 
135° respectively, with a line OA in the same plane. Find the 
magnitude of the resultant. 

21. Forces of 3, 4, and 6 pounds' weight make angles of 90°, 
60°, and 30° respectively with a force of 2 pounds' weight (the 
angles being measured in the same direction). Find the magni- 
tude of the resultant, and the angle its direction makes with 
the force of 2 pounds' weight. 

22. ABCDEF is a regular hexagon ; forces of 1, P, 2, §, 6 
pounds' weight respectively act along the lines ABy ACy ADy 
AEy AF. Find the value of P in order that the resultant of 
the system may be along AE, 

23. A particle is acted upon by three forces of given magni- 
tudes; show how these forces must be arranged so as, if possible, 
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to produce equilibrium, and determine the angle between the 
last two forces, when the measures of the forces are 

(i.) 6, 11, 18 ; 

(ii.) 1, 1, n/2; 

(iii.) 17, 15, 8; 

(iv.) 13, 15, 7 ; 

(v.) 13, 15, 8; 

(vi.) 13, 8, 7. 

24. Two equal forces are in equilibrium with a third force 
which is fully known. If the direction of one of the equal forces 
be known, show how to determine the direction of the other 
and the magnitude of each. 

25. Find a point P within a triangle ABG^ so that the forces 
represented by PA, PB, PC may be in equilibrium. Make use 
of this to prove the geometrical theorem, that the three medians 
of a triangle are concurrent ; and that the distance of their point 
of concurrence from a corner is two-thirds of the length of the 
median along which it is measured. 

26. Extend Art. 10 to include the case of any number of forces 
acting at a point. 

27. Four forces in equilibrium, acting at a point, are represented 
in magnitude and direction by AB, CD, AD, CB. Show that 
A, B, C, D must be the angular points of a parallelogram. 

28. A number of forces, acting at a point in one plane, are in 
equilibrium. If one of them be turned about its point of applica- 
tion through a given angle, show how to find the resultant of 
the system, and, if the inclination of the force continue to alter, 
show that the inclination of the resultant alters by half the amount. 

29. Three forces, whose measures are P, Q, X, are in equili- 
brium when acting at a point ; the first force is given in magnitude 
and position, the second in magnitude only, the third in direction 
only, making an angle with the direction of the first. Show 
how to determine the direction of the second and the measure of 
the third. Show that there are generally two solutions, and that, 
if P>Q, there are limits to the angle 0, beyond which the ques- 
tion is impossible of solution. 

As an example, take the case in which P=15, Q = 13, 6—VlS^^ 
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30. In the preceding question, show that the product of the 
two values of X is equal to the difference between the squares 
of P and §. 

31. Three forces P, §, R act at a point 0, and are in equilibrium. 
A circle through cuts their lines of action in jt?, q^ r respec- 
tively. Prove that P :Q :R=qr :rp :pq. 

32. Three forces, acting at a point, are in equilibrium. Show 
that if a triangle be formed by drawing straight lines perpen- 
dicular to the directions of the forces, its sides will be proportional 
to the forces to which they are respectively perpendicular. 

33. Three forces P, Q, Ry in equilibrium, act along the lines 
OA, OBf OOy where is the orthocentre of the triangle ABC. 
Prove that P:Q: R=BC : CA : AB. 

34. / is the centre of the circle inscribed in the triangle ABC. 
Three forces P, §, R, in equilibrium, act along the lines lAj IB, 
IC respectively. Prove that P .Q . R=BC :CE : EB, where E 
is the centre of the circle which touches BC^ AB produced and 
-4(7 produced. 

35. E is the centre of the circle which touches BC, AB pro- 
duced and AC produced. Three forces P, §, R, in equilibrium, 
act along the lines AE, EB, EC respectively. Prove that 
P\Q: R=BC : CI: IB, where / is the centre of the circle in- 
scribed in the triangle ABC. 

36. A, B, C are three points on the lines of action of three 
forces P, Q, R respectively, which act at and are in equi- 
librium. Prove that ii P :Q : R—BC : CA : AB, then is either 
the orthocentre of the triangle ABC, or it is some point on the 
circle which passes through A, B, C, 

37. In the preceding example, prove that if P : § : R=BC:AB : CA, 
then either BC is a common tangent to the circles BOA, CO A, 
or coincides with A ; and that, in each case, the line of action 
of P passes through the middle point of BC. 



CHAPTER III. 

EQUILIBKIUM OF FINE LIGHT STRINGS IN A 

STATE OF TENSION. 

28. By a light string we mean one whose weight 
is inappreciable. By a fine string we mean one whose 
thickness is inappreciable. 

29. When a string in a state of tension has taken 
up a position of equilibrium, we may treat any portion 
of it as a rigid body at rest under the influences of 
the forces which act externally upon that portion. 

This is a particular case of the following important 
general principle: The conditions of equilibrium of a 
body not rigid are the same as those of an ideally 
rigid body with these additions: — (i.) Every portion 
into which the body can be conceived to be divided 
must be in equilibrium under the external forces 
which act upon that portion considered as a rigid 
body, (ii.) The external forces acting upon the body 
must not be such as to induce internal actions within 
the body sufficient to break or fracture it. 

The first of these additional conditions enables us 
to find, when necessary, the internal actions at any 
point within a body; the second we generally ignore 
in the elementary statics, as we generally assume that 
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the material system under consideration is strong 
enough to bear any strain to which it may be subjected. 
In practical applications this, of course, has to be taken 
into account. 

30. Now let -45 be a portion of a fine light string 
in equilibrium in a state of tension, and suppose that 
between the points A and B the string is quite free, 

K 




Fig. 29. 

Take any two points P and Q of the string between 
A and B, and consider the equilibrium of the portion 
PQ of the string. 

The fibres at P are in a state of tension, so that 
the adjoining piece of string AP is pulling upon the 
piece PQ at P with a force 8 in the direction of 
the tangent PH, 

Similarly, the fibres at Q are in a state of tension, 
so that the adjoining piece of string QB is pulling 
upon the piece PQ at Q with a force T in the direction 
of the tangent QK, 

Now we assume that between P and Q the string 
is strong enough to bear all strain to which it is 
subjected, and that if a rigid body of the same size 
and shape as PQ were substituted for the string PQ, 
it would be in equilibrium under the same external 
forces. 
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But, if a rigid body is in equilibrium under the 
influence of two forces, those forces must be equal 
and opposite and act in the same straight line. 

.*. S=r, and HP and QK are parts of the same 
straight line. 

Also, as P and Q were taken to be any two points 
between A and 5, we see that the magnitude of the 
tension is the same at every point between A and 
By and that the tangents at all points of -45 are in 
one and the same straight line. Hence the portion 
AB must be straight. 

Thus, if a fine light string is in equilibrium in a 
state of tension, every free portion of it is straight, 
and the tension is the same at every point of such 
a portion. 

31. In particular, let a fine light string AB rest in 
equilibrium with one extremity A attached at a fixed 
point, and with a force whose measure is F applied 
at JS in a fixed direction. 




Fig. 30. 

By Art. 30, we see that AB must be straight, and 
the tension at any point is the same throughout the 
string. Let T be the measure of this tension. 

Take any point P of the string, and consider the 
equilibrium of the portion PB as a rigid body. 

The external forces acting upon it are F in the 
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fixed direction and T in the direction PA. These 
must be equal and opposite. 

.-. T=F, 
and AB is in the direction of the force F, 

Thus the string takes up a position of equilibrium 
such that AB is in the direction of the force applied, 
and the fibres of the string pull both ways at every 
point with a force equal in magnitude to the force 
applied. 

If a heavy mass is attached at 5, then AB takes 
up the vertical position with jB below -4, and the 
tension of the string at every point is equal to the 
weight of the mass supported. 

32. Suppose now that a number of fine light strings 
OA, OB, 00 y OD, in a state of tension, are knotted 
together at the point 0, and that they have taken 
up some position of equilibrium. 



B 




Fig. 31. 

The tension of the string OA is the same at every 
point. Let its measure be T. 

Similarly let U, V, W be the measures of the tensions 
of 05, 00, OD respectively. 



IN A STATE OF TENSION. 43 

Consider the equilibrium of the portion of string in 
the immediate neighbourhood of 0. We have drawn 
a closed curve round cutting off the portions OPy 
OQy OR, OS from the strings. The portion of string 
within this closed curve we treat as a rigid body in 
the manner explained above. 

The forces acting externally upon this portion are 
as follows: 

At P it is being pulled in direction PA with a force T, 
AtQ „ „ QB „ U. 

AtR „ „ RG „ V. 

AiS „ „ SD „ W. 

The lines of action of these forces meet at the point 
0, and we may treat them as though they all acted 
at 0. Hence the consideration of the equilibrium of 
this portion of matter round comes under the case 
of the consideration of the equilibrium of a number 
of forces acting at a point. The force polygon will 
have its sides parallel to the lines OA, OB, 00, OD, 
and the arrows must go one way round. 

The consideration of the equilibrium of the portion 
of the system in the neighbourhood of is briefly 
described as considering the equilibrium of 0, and 
the force polygon is called the force polygon for the 
point 0. 

33. An endless fine light string LMN is in a given 
position, in the form of a triangle, with the point N 
fixed. To the point L is applied a known force, whose 
measure is P, in a given direction LH outwards from 
the triangle. It is required to find the measure of a 
force which m,ust be applied at M in a given direction 
MK, in order that the system, may he in equilibrium,^ 
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and also to determine the teTisions in the different parts 
of the string and the force of constraint at N,. 

Let X be the unknown measure of the force applied 
at M, and let NV be the unknown direction, Y the 
unknown measure, of the constraint at N. 





Fig. 32. 



Fig. 32 a. 



We will make use of the notation suggested in 
Art. 4, and the student will at once see the advantage 
of doing so. The lines of the space diagram divide it 
into four parts which we letter o, a, 6, c as in the 
figure. We have now no further use for the letters 
Ly if, Ny H, K, V in the diagram. The straight lines 
LH, LMy etc., we now call he, oc, etc. The point X, 
where the spaces 6, c, o meet, we now call bco, etc. 

Take BG of length P units in the direction of the 
given force P, i.e, parallel to be, and draw BO, CO 
parallel to bo, co respectively, meeting in 0. Then 
BCOB (this way round) is the triangle of forces for 
the point bco, so that GO and OB represent the pulls 
of the strings co and ob respectively upon the point bco. 
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Now consider the equilibrium of the point oca. The 
pull of the string co at this point is represented by OC. 
Draw CA, OA parallel to ca, oa respectively, meeting in 
A, Then OGAO (this way round) is the triangle of 
forces for the point oca, so that AO represents the 
pull of the string ao at the point oca, and GA represents 
the force applied at M, 

Now consider the equilibrium of the point oab. The 
pulls of the strings bo, ao at this point are represented 
by BO, OA respectively. Therefore the remaining force 
of constraint at N, which balances these two, must be 
represented by AB, the triangle of forces for the point 
oab being OABO (this way round). 

Measuring the lines of the force diagram, we have 
X, Y and the tensions of the three parts of the string, 
and AB gives us the direction also of the force of 
constraint. 

34. Ex. 1. The fine string ABODE, of length 3 feet, 
has its extremities attached to the two points A and E, 
situated 18 inches apart in a horizontal lin£. Another 
fine string, of length 10 inches, connects the points B 
and D, situated 5 inches each froTn A and E respectively, 
and to the middle point of the first string is attached 
a mass of 24 pounds. The whole is allowed to take 
up a symmetrical position of equilibrium,. Find the 
tension of eax^h portion of the string. 

There is no difficulty in constructing the space diagram 
to scale; this the student should do for himself. We 
then mark the portions of the space diagram, as in the 
figure, with the letters o, h, k, I. 

With any suitable scale, draw HK 24 units of length 
vertically downwards tiO represent the tension of tiv^^ 
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string hk, which is equal to the weight of 24 pounds. 
Draw HO, KO parallel to the strings ho, ko respectively, 
to meet in 0. 

Then HKOH (this way round) is the force triangle 
for the point hko. Thus KO represents the pull of 
A B 





)24 
Fig. 33. 



the string ko B,i C\ ,\ OK represents the pull of the 
same string at B, 

Draw 02/, KL parallel to the strings ol, kl respectively, 
meeting in X. Then OKLO (this way round) is the 
force triangle for the point okl. Thus LO represents 
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the pull of the string lo a,iB; .*. OL represents the 
pull of the same string at D. Again, since OH repre- 
sents the pull of the string oh at C, HO represents the 
pull of the same string at D. Hence we see that HO, 
OL represent the pulls of the two strings ho, ol at 
D ; therefore, by joining H, L we complete the force 




Fia. 3Sa. 

diagram, and the line LH must be parallel to the string 
Ih, and must represent its tension. 

If we consider the equilibrium of the strings which 
form the triangle BDG as one rigid body, the force dia- 
gram for the system is the triangle HKL,\Jafc\\Tifc'^'&K^ 
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KL, LH representing the external forces which act upon 
the triangle GBD at the points 0, B, D respectively. 

On measuring the lines of the force diagram, we 
have LK=:20=^LH, 0K=1S = 0H, X0 = 11. 

.*. The tensions of the strings BC, OD.are each 13 
pounds* weight, of AB, DE each 20 pounds' weight, 
and of BD 11 pounds' weight. 

35. Ex. 2. A fine light string AGB is placed on a 
smooth horizontal table, and has its extreiinities fastened 
to two given fijxed points A, B, A force is applied in 
the plane of the table to the string at the point 0, 
which is at given distances measured along the string 
from A and B, It is required to find the conditions 
under which the string will rest in equilibrium with 
both portions in a state of tension, and, when the 
applied force is given satisfying these conditions, to 
determine the tensions of each portion of the string. 




Fig. 34. 

At the outset we do not know the position of equi- 
librium, but, in any position of equilibrium in which 
both portions of the string are in a state of tension, each 
of those portions will be straight. Now we are given 
the lengths of the portions AC, BG, and also the 
positions of the points A, B. Hence the point G will 
take up one or other of two positions G^, G^, which 
we can find, situated symmetrically on opposite sides 
of AB. 
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Let HK represent the applied force. Having found 
the positions of the points C^, Cg, draw Ha^, Hb^, Ha^, 
Hb2 in the directions of the lines AC^, BG^, AG^, BG^ 
respectively. 




f>>^^ 



/^2 



^^ 



*-.. 



^-^M/ 



Fig. 36. 




If AG^ is the position of equilibrium, considering 
the equilibrium of the portion of string in the neigh- 
bourhood of the point O^, we see that the applied force 
will have to balance two forces in the directions G-^A^ 
G^B, and therefore HK must lie within the angle 
a^Hb^, Similarly, for the position AGJSy HK must lie 
within the angle a^Hb^- Thus, for the string to rest 
with both portions in a state of tension, the applied 
force must be between the directions Ha^ and Hb^, or 
between Ha^ and Hb^. If there is no limit to the 
possible tension of the string, there is no further 
limitation upon the magnitude or direction of the 
applied force. 

If the line HK be given, within, say, the angle 
a^Hb^, then, drawing KL parallel to a^H to meet Hb^ 
in L, HKLH (this way round) is the triangle ot 

D.S. D 
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forces for the point 0, and the position of equilibrium 
is AG^B. 

If the string can stand at every point tension up 
to, but not beyond, a certain given value, describe 
with centre H, and radius representing this maximum 
tension, a circle intersecting Ha^y Hb^, Sa^, Hb^^ in 
«i> &i> ctg, &2 respectively, and complete the parallelo- 
grams b-JIa^K^, b^Ha^^, 




Fig. 36. 

Then the point K must lie within one or other of 
these two parallelograms. 

If it be required to find the greatest force which 
can be applied in any given direction without breaking 
the string, we have merely to find the point X where 
the straight line drawn from H in the given direction 
meets a-^K^b^ or aJS^^^. Then HX represents the 
force required. 

36. Ex. 3. If, in the preceding eocample, the line of 
action of the applied force passes through D, the middle 
point of AB, then the tensions of the two portions of 
the string are proportional to their lengths. 
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Draw through A a straight line parallel to CB to 
meet CD produced in E, Then the triangles ABE, 
BBC are similar, and, as AB = BB, it follows that 
AE= GB. 

Now the triangle GAE has its sides parallel to the 
three, forces which keep the portion of string at G in 



Atr- 
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equilibrium; therefore its sides are proportional to the 
forces to which they are respectively parallel. 

.*. the tensions of the strings GA, GB ar^ propor- 
tional to GA, AE, that is to GA, GB, 

EXAMPLES III. 

1. A mass of 24 pounds is supported by two fine light strings 
inclined at angles of 15° and 60° with the vertical. Find the 
tensions of the strings. 

2. A ' and B are two fixed points distant 8 feet apart in a 
horizontal line. Two fine light strings AC, BC, of lengths 5 and 7 
feet respectively, support a mass at C, Compare their tensions. 

3. BAG is a fine light string, of length 14 inches, attached at 
its extremities to two points B and C, situated 10 inches apart. 
At the point A, 6 inches from B, is knotted another string AD, 
which is pulled with a force equal to the weight of 20 pounds. 
If DA produced passes through E^ the middle point of BC^ find 
the tensions in the strings BA and AC. 
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4. Two fine light strings AB, BG, each of length 5 feet, are 
knotted together at B and attached at their other extremities 
to fixed points A and Cy situated 8 feet apart in a horizontal line. 
A mass of 180 pounds is supported by another fine light string 
attached at B, Find the tension in each of the strings ABy BC, 

5. Two fine light strings AB^ BC^ of lengths 13 and 15 inches 
respectively, are knotted together at 5, their other extremities 
being attached to two points A and (7, situated 14 inches apart 
in a horizontal line. A third string, attached at B, supports a 
mass weighing one cwt., and the whole is allowed to hang freely. 
Find, in pounds' weight, the tensions of the strings. 

6. A mass of 300 pounds is supported by two fine light strings, 
of lengths 17 and 26 inches respectively, attached to the same 
point of the mass, the other extremities of the strings being 
respectively attached to two points, situated 25 inches apart in a 
horizontal line. Find the tensions of the strings. 

7. A mass of 42 pounds is supported by two strings AC^ BC^ 
of lengths 17 and 25 inches respectively, attached to two points 
A, B situated 28 inches apart in a horizontal line. Find the 
tensions of the strings. 

8. Four fine light strings, each of length 5 inches, are knotted 
together to form a rhombus ABCD^ which is suspended from A, 
A mass of 80 pounds is attached at (7, and B^ D are kept 6 inches 
apart in a horizontal line by two equal and opposite forces P 
acting at B and D, Represent the forces acting upon each of 
the knots B, C by the sides of a triangle, and find the magnitude 
of P and the tension of the string. 

9. Three fine light strings are knotted together to form a tri- 
angle ABCy the strings AB, BC, GA being of lengths 8, 5, 5 inches 
respectively. If a mass of 30 pounds is suspended from (7, and 
the whole is supported, with AB horizontal, by two forces applied 
at A and B in directions making 22^** with the horizontal, find 
the tension of each portion of the string and the magnitude of 
each of the applied forces. 

10. Three fine light strings are knotted together to form a 
triangle ABG, the strings AB, BG, CA being of lengths 28, 26, 
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17 inches respectively. The point A is fixed, and a mass of 
84 pounds is suspended from G, If the triangle and mass are 
supported, with AB horizontal, by a force applied at B in direc- 
tion perpendicular to AC y find the magnitude of this force, the 
tension of each portion of the string, and the magnitude and 
direction of the action at A, 

11. A fine light string ABGDE^ of length 5 J feet, has its ex- 
tremities attached to two points A and E^ situated 4 feet apart 
in a horizontal line. Another piece of string, of length 2 feet, 
connects the points B and 2), situated 13 inches each from A and E 
respectively ; and to the middle point C of the first string is 
attached a mass weighing 40 pounds. The whole is allowed to 
take up a symmetrical position of equilibrium. Find the ten- 
sion of BD, 

12. A fine light string ABC supports a mass, of given weight, 
at (7, and is attached to a fixed point at A. To the point B of 
the string, situated at a given distance from A measured along 
the string, a given force is applied in a given direction. Show 
how to find the position of equilibrium, and the tension of AB, 

For example, if the mass supported is 40 pounds, and the given 
force is equal to the weight of 16 pounds, and acts in a direction 
of 60° with the upward vertical direction, find the tension of 
AB and the vertical distance of B below A^ the, distance AB 
being 14 inches. 

13. In the preceding example, show how to find the magnitude 
and direction of the smallest force which will cause the string 
to rest in a given position. 

14. A fine light striug of given length has its extremities 
attached to two given fixed points. Show how to find the greatest 
load that can be applied to a given point of the string without 
breaking it, supposing that string can bear any tension up to a 
certain given value. 



CHAPTER IV. 

EQUILIBRIUM OF FINE LIGHT RODS, FREE 
EXCEPT AT THEIR EXTREMITIES. 

37. By a light rod we mean one whose weight is 
inappreciable. By a fine rod we mean one whose 
thickness is inappreciable. 

38. We shall in this chapter confine our attention 
to straight rods of no appreciable weight or thickness, 
which are in equilibrium under forces applied only 
at their extremities, so that each rod is quite free 
throughout its lengtL 

If a framework of rods is in equilibrium, each in- 
dividual rod must be in equilibrium, and each part 
of the structure must be in equilibrium considered as 
a rigid body, whether such part consists of a certain 
number of the rods which make up the structure, or 
of parts of the rods themselves. 

In considering the equilibrium of a system of such 
rods jointed together at their extremities to form a 
framework, as we neglect the thicknesses of the rods, 
so also we shall neglect the sizes of the hinges. We 
shall suppose that all hinges are smooth, and that the 
effect of a hinge upon a rod is to compel that extremity 
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of the rod to remain in a definite position by means 
of a direct push or pull applied at that point. The 
constraint is a self-adjusting force, and accommodates 
itself to prevent, if possible, the extremity of the rod 
from getting away from the part of the structure to 
which it is attached. It is of any magnitude, and 
acts in any direction necessary to preserve equilibrium, 
but must act through the extremity of the rod, which 
extremity is here treated as a mere point. 

39. Let AB represent a rod in equilibrium, being 
jointed freely at A and B to the adjoining parts of the 
structure. Suppose also that its weight is inappreciable, 
and that it is quite free between A and B, so that 
the only external forces that act upon it are applied 
at A and B. 



Fig. 38. 



Fig. 39. 



The forces that act upon it at A are equivalent 
to a single force acting |Upon it^ at A, \ So also the 
forces at B are equivalent to a single force at B. 
Thus the forces acting externally upon the rod are 
equivalent to two forces, one acting at A and the 
other at B. These two must be equal and opposite 
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and act along the same straight line. Therefore AB 
must be the line of action of both forces. Also the 
resultant actions at A and B must be either (i.) both 
inwards, in which case the rod is in a state of com- 
pression, and its effect is to keep the two parts of the 
structure at A and B apart from one another; such 
a rod is called a strut] or (ii.) both outwards, in 
which case the rod is in a state of tension, and its 
effect is to bind together the two parts of the structure 
at A and B\ such a rod is called a tie. 

In the case of a strut, the rod pushes the structure 
at each end in its own direction. In the case of a 
tie, the rod pulls the structure at each end in its 
own direction. 

40. Let us consider the equilibrium of the portion 
AP of the rod AB, which is acted upon by forces at A 
and B only. Since the portion AP is in equilibrium. 



Fig. 40. 

the action of the adjoining piece PB at P upon the 
portion AP, must be equal and opposite to and in the 
same straight line as the action at A, Therefore, in 
the case of a strut, the portion PB presses against the 
portion AP with a force equal and opposite to the 
resultant of the forces which act upon the rod at A. 
In the case of a tie, the portion PB pulls at the portion 
AP with a force equal and opposite to the resultant 
of the forces which act upon the rod at A, 
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In the one case the fibres at P are in a state of 
compression, in the other case . in a state of tension. 
In both cases the action at P of one part upon the 
other is in the direction of the rod, and is of the 
same intensity at every point of the rod. 

In the case of a tie, we might replace the rod by 
a string which would answer the purpose theoretically 
just as well. 

If a rod is not free between its extremities, or if 
it is of appreciable weight, then the action at each 
end is not necessarily in its own direction, and the 
internal strains may be different at every point of 
the rod. 

41. The equilibrium of a tie is' stable; for, if it be 
twisted a little out of its position, the external forces 
acting upon it at its extremities tend to restore it to 



Fig. 41. 



Fig. 42. 



its original position. The equilibrium of a stmt is 
unstable; for, if it be displaced, the external forces 
acting upon it at its extremities tend to twist it still 
further from its original position. 
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42. Now suppose that several rods, all coming under 
the case above described, are jointed together at a 
common extremity. 

Let the rods OA, OB, 00, OD be freely jointed at 0. 

Draw a closed curve round 0, cutting off portions 
OP, OQ, OR, OS from the rods, and consider the 
equilibrium of the matter contained within this curve 




as a rigid body. Its weight is inappreciable, and the 
only forces acting externally upon it are the actions 
at P, Q, R, 8 which are along the lines (inwards or 
outwards) OA, OB, OG, OD respectively. Hence the 
consideration of the equilibrium of this portion of 
matter round comes under the case of the con- 
sideration of the equilibrium of a number of forces 
acting at a point. The force polygon for the system 
under consideration will consist of a polygon having 
its sides parallel to the lines OA, OB, OG, OD, and 
the arrows must go one way round. The direction 
of the arrow decides in each case, not already known, 
whether the rod is a strut or a tie. 

The consideration of the equilibrium of the portion 
of the system in the neighbourhood of is briefly 
described as considering the equilibrium of 0, and the 
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force polygon is called the force polygon for the 
point 0. 

43. Four fine light rods are freely jointed at their 
extremities to form a quadrilateral, which is stiffened 
by another fine light rod connecting two opposite joints. 
It is required to consider the equilibrium of the 
framework under the influence of two forces applied 
at the remaining two joints. 

Let the spaces inside the quadrilateral be denoted 
by Oi, Og, and the spaces outside by a and b, as indicated 
in the diagram. 





Fia. 44. Fig. 44 a. 

Let Pj, Pg be the measures of the forces applied at 
the joints abo^, bojO^ respectively. 

We will first consider the equilibrium of the whole 
framework as one rigid body. It will be seen that 
the framework is not deformable and behaves as a 
rigid body. As the stresses in the rods can be of 
any magnitude and in either direction, it is necessary 
and suflScient for equilibrium that the forces acting 
externally upon the framework should form a system 
in equilibrium. In order to ensure, therefore, the 
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equilibrium of the framework, it is necessary and 
suflScient that P^ and Pg should form a system in 
equilibrium. Thus, P^ and Pg must be equal and in 
opposite directions along the same straight line, either 
both inwards or both outwards. If P^ and Pg satisfy 
these conditions, the framework is in equilibrium, and 
we can determine the stresses in the rods. 

Taking P^ and Pg as both outwards, the force diagram 
for the point abo^ is a triangle ABO-^A (this way round), 
in which AB represents P^ and AO^, BO^ are parallel 
to the rods ao^^ ho^ respectively. The triangle of forces 
for the point o^o^ is O^BO^O^ (this way round), in 
which BO2, O1O2 are parallel to the rods fcOg, o-^o^ respec- 
tively. Now considering the joint ao^02y we see that 
two of the forces acting upon it are represented by 
AOj^y O-fi^. Hence, joining AO^y the straight line AO^ 
must be parallel to the rod ao^^ and the triangle of 
forces for the point 00-^2, is AO^O^A (this way round). 
Also the triangle of forces for the point o^a is O^BA Og 
(this way round). 

We see that the outside rods are ties and the cross rod 
a strut. We might replace the outside rods by strings. 

If Pj and Pg both act inwards, it will be found that 
the outside rods are struts and the cross rod a tie. 
The force diagram will be the same as before, but the 
directions will in each case be the opposite way round. 
We might now replace the cross rod by a string. 

In the above, the two equal and opposite forces 

P^ and Pg may be applied by means of another fine 

light rod, in a state of stress, connecting the joints 

oiho^ and 6aOg. For instance, in a quadrilateral frame- 

destfk, if there are two diagonal ties and no external 
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forces, we can determine the stresses in all the members 
provided we know the stress in one of them. 

44. Ex. 1. A jitie light rod HK, of length 9 inches, 
is capable of turning freely in a vertical plane about 
the point H, which is fixed. To the point K is attached 
a fine light strin^g, supportirig at its other extremity a 
raass of 40 pouTvds. Another fine light string, of length 

7 inches, connects K with the fixed point L, situated 

8 vnches vertically above the point H. Fimd the tensions 
of the strings, the stress in the rod, and the action at H, 

In the position of equilibrium, the two strings are 
straight and the mass rests vertically below K. The 
data are sufficient to enable us to construct the space 
diagram to scale. This done, we mark the portions 
of the space diagram with the letters a, b, o, as 
indicated in the figure on the next page. 

The rod is at rest under forces acting only at H 
and K, Therefore the stress in the rod is at every 
point in its own direction, and the action at jET is in 
the line HK. 

The tension of the vertical string we see at once is 
40 pounds' weight. Hence, draw AB vertically down- 
wards of length 40 units, and through A and B draw 
AO, BO parallel ta ao, bo respectively, to meet in 0. 
Then ABOA (this way round) is the triangle of forces 
for the equilibrium of the portion of matter in the 
neighbourhood of K, On measuring, we find that BO 
and OA are of lengths 45 and 35 units respectively, and 
the direction BO shows that the rod is a strut. Hence 
the thrust of the rod is 45 pounds' weight, the tension 
of KL is 35 pounds' weight, and the action at H is 
45 pounds' weight in direction HK, 
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In this example we might have dispensed with the 
force diagram altogether. The triangle LHK has its 
sides parallel to the forces which act upon the portion 
of the system at K, Hence, on the scale in which 




Fig. 45. 



LH represents 40 pounds' weight, HK and KL repre- 
sent the thrust of the rod and the tension of the 
string KL. This, of course, gives the same result as 
before. 
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Fig. 45 a. 

45. Ex. 2. A fine light rod HK, of length 56 inches, is 
connected with a fi^xed point M by two fins light strings 
HM and KM of lengths 39 and 25 inches respectively. 
Another fine light stringy of length 112 inches, has its 
extremities attached to the points H and K, and supports 
a mass of 1 cwt at the point N, distant 60 inches along 
the string from H. The whole is allowed to rest in a 
vertical plane. Find the position of equilibrium, the 
tension of each portion of string, and the thrust in 
the rod. 

In the position of equilibrium the four strings are 
straight. The data are sufficient to enable ua to coxj^- 
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struct the shape of the quadrilateral HMKN, but not its 
position relatively to the vertical. We construct the space 
diagram to scale, and put in the vertical afterwards. 

Considering the equilibrium of the four strings and 
the rod as one rigid body, we see that the force of 
constraint at M balances a force equal to the weight 




Fig. 46 cr. 

of 112 pounds acting vertically downwards through N, 
Hence the force of constraint at M must be equal to 
the weight of 112 pounds, acting vertically upwards, 
and the line MN must be vertical. Hence, joining MN, 
we have the vertical line through M, and thus determine 
the position of equilibrium. On measuring the angle 



D.s. 
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between MN and HK we find that it is a right 
angle. Hence, in the position of equilibrium, HK is 
horizontal. 

Having marked the parts of the space diagram with 
the letters a, 6, Oj, Og as in the figure, we draw AB 
vertically downwards, and of length 112 unita The 
point Oj is obtained by drawing through A and B 
straight lines parallel to the strings ao-^ and ho^ 
respectively, the point Og, by drawing through 0^ and 
B straight lines parallel to o^o^ and fcOg respectively; 
then, joining A Og, we complete the force diagram. 

On measuring the lines BO^, O^J., AO^, O^B, 0^0^, 
we find that the tensions of the strings KN, NH, HM, 
MK, and the thrust of the rod are 78, 50, 104, 120, 
and 126 pounds' weight respectively. 

46. Ex. 3. Four fine light rods are smoothly jointed 
at their extremities to form a quadrilateral, which can 
be inscribed in a circle. The opposite joints are con- 
nected by two fine light strings in a state of tension. 
Prove that the thrusts in the rods and the tensions of 
the strings are proportional to the opposite sides and 
diagonals of the quadrilateral respectively. 

Let A BCD be the framework, AG and BD being 
the diagonal ties. 

Mark the line AB with the letters c'd\ placing one 
letter on each side of the line; AG with the letters 
Vd\ BG with the letters a'd\ etc. 

Then the force diagram will be the quadrilateral 
A'BCD\ in which A'R is parallel to a'b\ A'G' to ac 
EU to Vc\ and so on. 

We can now prove that the figure A'B'G'B' is similar 
to the figure ABGD, the correspondence being shown 
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by using the same letters. For, 

angle D'G'A' = angle DBA = single DC A ; 
also, angle D'A V = angle DBG = angle DA C ; 
therefore the triangles D'A'C and DAG are similar. 
In the same way we can show that any other triangle 
of the figure A'B'G'U is similar to the corresponding 
triangle of the figure ABGD ; therefore the two figures 
are similar. 




: c 




Now the thrusts in the rods AB, BG, GD, DA, 
and the tensions of the strings AG, BD — that is, the 
thrusts in the rods c'd\ dfa\ a'b\ Vc\ and the tensions 
of the strings Ud\ a!c\ — are represented by G'D\ D^A\ 
A'R, B'0\ Wn, A'C respectively, and are therefore 
proportional to GD, DA, AB, BG, BD, AG respectively. 
Thus the thrusts in the rods and the tensions of the 
strings are proportional to the opposite sides and 
diagonals of the quadrilateral. 

47. Ex. 4. Two fine light rods AG, GB rest in a 
given position, being smoothly jointed to one another at 
G and to tivo fijoced points at A and B. A given force 
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is applied at G in the plane ABC. It is required to 
determine the stresses in the rods, and to examine the 
nature of those stresses for different directions of the 
applied force. 

Let EK represent the applied force. Draw through 
H straight lines bHb\ aUa' in the directions of GB, 
GA respectively. Through K draw KL parallel to 
GA to meet hHh' in L, Then KL^ LH represent the 
actions of the rods GA^ GB respectively upon G. 

If HK is within the angle aHh, both rods are ties ; 
if within the angle aHh\ the rod -4(7 is a tie and GB 
a strut; if within the angle a'Hhy the rod ^1(7 is a 
strut and GB a tie ; if within the angle a'Hh\ both 
rods are struts. 





Fig. 48. Fig. 48 a. 

Suppose that the maximum tension and compression 
that each rod can bear without breaking are known. 
Take Ha, Hb to represent the maximum tensions of 
the rods AG, BG respectively, and Ha\ Hb' the maxi- 
mum compressions of the rods AG, BG respectively. 
Through a, a' draw parallels to bH, and through 6, fc' 
parallels to aH, Then the point K must lie within 
the parallelogram so formed. 



y 
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EXAMPLES IV. 

1. A fine light rod AB, of length 15 inches, is capable of turning 
freely in a vertical plane about the end A, which is fixed. A 
mass of 60 pounds is suspended from B, and the whole is sup- 
ported by a horizontal string BO, of length 14 inches, attached 
to a fixed point C, distant 13 inches from A. Find the tension 
of the string, the thrust in the rod, and the action at A. 

If the string cannot bear a tension greater than 90 pounds' 
weight, find the least load which, applied at B, will break the 
string. 

Also, if there is no load supported at B, find in what direction 
a force of 75 povinds' weight must be applied at B, in order to 
be just on the point of breaking the string. 

2. Two fine light rods ACsmd OB, of lengths 25 feet 8 inches and 
17 feet 1 inch respectively, are jointed together at C and to two 
fixed points A and B, the point B being 9 feet 9 inches vertically 
above A. A mass of 1 cwt. is suspended from C. Find the 
stresses in the rods. 

If the greatest thrust that the rod AC can bear is the weight 
of 40 cwt., and the greatest tension that the rod BC can bear 
the weight of 41 cwt., find the magnitude and direction of the 
force which, applied at (7, will be on the point of breaking both 
rods simultaneously. 

Find also the greatest load which can be sustained at C. 

3. Four equal rods, of no appreciable weight, are hinged together 
to form the rhombus A BOD, and the hinges at B and D are 
joined by another equal rod BD, of no appreciable weight. If 
the rhombus is supported at A, and a mass of 1 cwt. is sus- 
pended from 0, find the thrust in BD, 

4. If, in the preceding example, the cross rod BD is half as 
long again as each of the other rods, find the stress in each rod 
under the same load as before. 

5. ABCD is a framework of four light rods loosely jointed 
together, AB and AD being each of length_4 feet, BC and CD 
each of length 2 feet. A mass of 100 pounds is attached to the 
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hinge C, and the whole framework, which is stiffened by a light 
rod of length 3 feet connecting the hinges B and 2>, is suspended 
from A, Find the thrust in the rod BD, 

6. ABCD is a framework of four light rods loosely jointed 
together, AB and AD being each of length 4 feet, BG and CD 
each of length 2 feet. The hinge C is connected with A by means 
of a fine string of length 5 feet, and the whole is placed on a 
smooth horizontal table. If the hinges B and D are pressed towards 
one another by two forces each equal to 25 pounds' weight in 
the straight line BDy find the tension of the string. 

7. Four fine light rods, of lengths 20, 15, 20, 15 inches, are 
smoothly hinged together to form a parallelogram ABCD^ and 
the hinges B and D are connected by another fine light rod of 
length 31 inches. If the system is suspended from A^ and a 
mass of 68 pounds is attached at (7, find the position of equili- 
brium and the stress in each rod. 

8. In the preceding example the cross rod BD is of length 
17 inches. Find the position of equilibrium and the stress in 
each rod when a mass of 62 pounds is attached at (7. 

9. A fine light rod HK, of length 15 inches, is connected with 
a fixed point M by two fine light strings HM and KM, of lengths 
13 and 4 inches respectively. Another fine light string, of length 
27 inches, has its extremities attached to the points H and K, 
and supports a mass of 60 pounds at the point N, situated 14 
inches along the string from H, The whole is allowed to rest 
in a vertical plane. Find the position of equilibrium, the tension 
of each portion of string, and the thrust in the rod. 

10. Four fine light rods are smoothly jointed at their ex- 
tremities to form a parallelogram. The opposite joints are con- 
nected by two fine light strings in a state of tension. Prove that 
the thrusts of the rods and the tensions of the strings are pro- 
portional to the lengths of the rods and strings respectively. 

11. Four fine light rods are smoothly jointed at their extremities 
to form a trapezium. The opposite joints are connected by two 
fine light strings in a state of tension. Prove that the thrusts in 
the parallel rods are inversely proportional to the lengths of 
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those rods, and that the thrusts in the non-parallel rods aud the 
tensions of the strings are proportional to the lengths of those 
rods and strings respectively. 

12. Four fine light rods are smoothly jointed at their extremities 
to form a quadrilateral ABCD. The opposite joints are connected 
by two fine light strings AC^ BD in a state of tension. ^8 is 
drawn parallel to BC to meet BD in 8, and By is drawn parallel 
to AD to meet AC in y. Prove that yS is parallel to CD ; also 
that the thrusts in the rods AB, BC, CD, DA and the tensions 
of the strings AC, BD are proportional to AB, A8, y8, By, Ay, 
B8 respectively. 

13. Four fine light rods are smoothly jointed at their extremities 
to form a quadrilateral framework. The opposite joints are con- 
nected by two fine light strings in a state of tension. Prove 
that if the thrusts in two opposite rods are proportional to the 
lengths of those rods, the other two rods must be parallel. 

14. Four fine light rods are smoothly jointed at their extremities 
to form a quadrilateral ABCD, The opposite joints are connected 
by two fine light strings AC, BD in a state of tension. Prove 
that if the diagonal BD bisects the diagonal AC, (i.) the thrusts 
in the rods AB, BC are proportional to the lengths of those rods ; 
and (ii.) the thrusts in the rods CD, DA are proportional to the 
lengths of those rods. 

Conversely, if the thrusts in the rods AB, 5(7 are proportional 
to the lengths of those rods, prove that (i.) DB bisects AC, and 
(ii.) the thrusts in the rod CD, DA are proportional to the lengths 
of those rods. 



CHAPTER V. 

FINE LIGHT STRINGS IN CONTACT WITH 

SMOOTH SURFACES. 

48. Let a portion of a fine light string, in a state 
of tension, rest in contact with a smooth surface into 
which it does not penetrate. This portion takes up 
the shape of the surface against which it rests, and 
the surface, being smooth, presses it, at every point 
where it touches it, in a direction perpendicular to 
the tangent at that point, that is in the direction of 
the normal at that point. 

It is usual for the beginner to assume that under 
these circumstances the tension of the string is the 
same at every point. We offer here a proof of this 
proposition by the graphical method. 

49. Let the portion AB ot the string HABK rest 
against a smooth surface. Divide this portion up into 
a number of parts in the points Pj, Pg, Pg, P^. 

Let r, Ti, ^2, Tg, T^, T be the measures of the 
tensions at the points A, P^, Pg, Pg, P^, B respectively. 

Draw HAQ,, Q,P,Q,, Q,P,Q,, Q,P,Q,, Q,P,Q,, Q,BK 
the tangents at -4, P^, Pg, Pg, P4, B respectively. 

Consider the equilibrium of the portion AP^ as a 
rigid body. The external forces acting upon it are, — 
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the tension T in direction AH, the tension 7\ in 
direction P^Qg* ^^^ ^'^^ forces with which the surface 
presses it outwards at every point. These pressures 
together balance the first two forces and must therefore 
l)e equivalent to a resultant pressure equal and opposite 
to the resultant of the two forces T and Ty 




Fig. 49. 



Fig. 49 a. 



Hence a force diagram aOp^ can be constructed, in 
which aO represents T, Op^ represents T^, and p^a 
represents the resultant pressure of the surface upon 
the portion of string AP^ 

Similarly, if we consider the equilibrium of the 
portion P-^P^y we have the force diagram p^Op^, in 
which Op2 represents T^, and pgPi represents the resultant 
pressure of the surface upon the portion of string P^P^. 

Proceeding in this way, we have the force diagram 
indicated above, in which Opg, Op^, Oh represent the 
tensions at P3, P^, B respectively; and p^p^y P^Vzy ^Pi 
represent the resultant pressures of the surface upon 
the portions of string P^Pzy P^Pzy BP^ respectively. 
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Now suppose the points P^, Pg, P3, ... to be inde- 
finitely increased in number and taken indefinitely- 
close together. Then the straight lines Oa, Op-^y Op^, 
Op^, ... become indefinitely close together, and o^PiP^Vz-" 
becomes ultimately a continuous curve ah. 

Now the pressure on any element P of the string is 
represented by the little element of the curve ha at p. 
But the pressure is normal at P, and therefore perpen- 
dicular to the tension at P, which is represented by Op. 

.'. the direction of the curve aph at p is perpendicular 
to Op. 

In other words, Op is the normal at any point p 
of the curve aph. 

.'. the curve aph must be a circle with centre 0. 

.'. Op is constant for all positions of p and equal to 
Oa or Oh. 

In other words, the tension at any point P of the 
string is the same as. at J. or 5. 

50. Resultant pressure hetween a fine light string^ 
in a state of tension, and a smooth peg, round luhich 
it passes. 

Let the string ABG, in a state of tension, pass round 
a smooth peg at B. The tension of the string is the 
same at every point; let its measure be T. 

Consider the equilibrium of the portion of string 
HBK in the neighbourhood of the peg. The external 
forces acting upon it are — the tension T at if in the 
direction HA, the tension T at K in direction KG, 
and the forces with which the peg presses the string 
at every point of contact. These pressures must 
produce a resultant pressure equal and opposite to the 
resultant of the first two forces. 
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Hence a triangle of forces LMN can be constructed, 
in which LM and MN are each of length T units, and 
parallel to HA and KG respectively, and in which 
NL represents the resultant pressure of the peg upon 
the string. This is equally inclined to LM and MNy 
and is therefore in the opposite direction to the internal 




Fig. 50. 




bisector of the angle ABC. Also the line of action 
of this pressure passes through the point of inter- 
section of AH and CK. 

The pressure of the string upon the peg is equal 
and opposite to the pressure of the peg upon the 
string, and is therefore in the direction of the bisector 
of the angle ABG, 

51. Ex. 1. A fine light string has its extremities 
attached to two masses, each weighing 5 pounds, and 
passes over two small smooth pegs H, K, The peg K is 
situated 7 inches farther from the ground than H, 
and 24 inches horizontally to ihe right of H. Find the 
TesultctTit pressures of the string upon the pegs. 
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In the position of equilibrium, the portion of the 
string between H and K is straight, and the other two 
portions hang vertically downwards. Also, the tension 
of the string is everywhere 5 pounds' weight. 

Having constructed the space diagram to scale, we 
mark the three portions of the string with the letters 
oa, oh, oc, as in the figure. Draw the straight line ab 
bisecting the angle between the portions of the string 




Fig. 51. 



at H, and the straight line he bisecting the angle be- 
tween the portions of the string at K, 

Draw OA, of length 5 units, vertically downwards, 
to represent the tension of the string oa. Through 
and A draw straight lines OB, AB parallel to o6, ah 
respectively. This gives the point B, Draw BG parallel 
to he to meet AO produced in C, Then OABO (this 
way round) and OBCO (this way round) are the tri- 
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angles of forces for the portions of string in the 
neighbourhood of H and K respectively. 

On measurement we find that AB and BG are of 
length 6 and 8 units respectively. Thus, the pressure 




Fig. 51a. 

between the string and the peg i/ is 6 pounds* weight, 
and the pressure between the string and the peg K is 
8 pounds' weight. 

Without drawing the lines ah and 6c, we can construct 
the force diagram by describing a circle with centre 
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and radius OA, and by drawing OB in the direction of 
KH to meet this circle in B. 

52. Ex. 2. A fine light stringy 31 inches long, passes 
through a small ring of mass 4 ounces, and has its 
extremities fixed at two points 25 inches apart in the 
same horizontal line. Find the magnitude of the 
horizontal force which, applied to the ring, loill cause 
it to rest at a point 7 inches from, the nearer end of 
the string. Also determine the tension of the string. 




Fig. 52. 

Take A and B to represent the two given points 25 
inches apart. In the position of equilibrium the two 
portions of the string are straight, and, as the string 
rests against the smooth surface of the ring, its tension 
is the same on either side of the ring, and therefore 
the same throughout. The position of the ring will be 
at G, which is 7 inches from A and 24 inches from B, 
Having found the position of G, draw GD bisecting 
the angle BGA, 
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Consider the equiKbrimn of the portion of matter as 
one rigid body contained within a closed curve drawn 
round (7. The external forces acting on this portion of 
the system are — its weight, which amounts in all to 4 
ounces' weight, as the string itself is of no appreciable 
weight, the equal tensions of the strings along CB and 
CA, and the unknown horizontal force. The equal 




Fig. 52 a. 

tensions of the strings can be replaced by a single 
force of unknown magnitude acting along CD. Thus 
we have reduced the forces acting upon the portion of 
the system under consideration to three forces acting 
along known lines. 

Draw HK vertically downwards, of length 4 units, 
to represent the weight of the ring. Through H draw 
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a straight line parallel to DC to meet the horizontal 
through K in L. Through H and L draw straight lines 
parallel to BG and GA respectively, to meet in M. Then 
KL represents the horizontal force, and LM, MH each 
represent the tension of the string. 

On measuring the lines of the force diagram, we find 
that the horizontal force is 219 ounces* weight, and 
the tension of the string is 3"23 ounces' weight. 

53. Ex. 3. A fine straight rod HK, of no appreciable 
weight and of given length, has two pieces of fine light 
string of given lengths attached to it in the manner 
indicated in the diagram. One of these strings passes 
through a small smooth ring L of no appreciable weight, 
which is connected by means of another fine light string 




Fig. 53. 

to a mass N of given weight The other string is then 
placed over a small smooth fixed peg M. Prove that, 
in a position of equilibrium, the rod is either vertical 
or horizontal, and show how to determine in each case 
the tension of the string and the thrust in the rod. 

In a position of equilibrium both strings are in a state 
of tension, and hence the portions UL, LK, KM, MH 
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are all straight ; also, the string supporting the mass JV 
hangs vertically below i. 

As we are unable at the outset to draw accurately 
a space diagram for the system in equilibrium, we 
assume a position of equili- 
brium, making no attempt to 
construct the diagram to scale, 
and endeavour to ascertain the 
properties of the figure. 

We will consider first the 
equilibrium of the rod HK, the 
strings HMK, HLK, and a por- 
tion LX of the string iiV, all 
together as one rigid body. The 
only forces acting externally 
upon this portion of the system 
are the pressure of the peg 
upon the string at M and the 
tension of the string LX at X. 
be equal and in opposite directions along the same 
straight line. 

.\ ML is vertical and in the same straight line with LN. 

As the strings HMK and HLK rest against smooth 
surfaces at M and L respectively, their tensions are 
in each case the same throughout. Now consider the 
equilibrium of a portion of the system included within 
a closed curve drawn round i. This shows at once 
that the vertical through L bisects the angle HLK, 
Similarly, considering the equilibrium of a portion of 
the string in the neighbourhood of M, we see that the 
pressure of the peg upon the string at M, already shown 
to be vertical, must balance the two equal tensions of 

D.S. F 




Fig. 54. 

These two forces must 
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the string, and therefore the vertical through M bisects 
the angle HMK. 

Thus, the position of equilibrium is such that LM is 
vertical, and bisects the angles between the strings at 
L and M respectively. 

I. The strings HMy MK may both be vertical. The 
points H and K are then both in the line ML, and the 
-. ^ strings ffi, LK are also vertical. 

This gives two positions of equili- 
jj jf brium, namely, with H above K, or 

with K above H, 

The diagram in each case is readily 
drawn as the lengths of the strings 
HMKy HLK and of the rod are all 



K 



known. 



iL L II. If HM, MK are not vertical, 

they are equally inclined to ML, and 
)N mN the points H, K are on opposite sides 

FIG. 55. FIG. 56. ^f ]^i jjj ^yg ^^^^ j^ ^YiQ triangles 

HMLy KMLy the side ML is common, and the angles 
HMLy HLM are respectively equal to the angles KML, 
KLM, 

.*. the triangles HML, KML are equal in all respects. 

This shows that the figure is symmetrical with respect 
to the vertical LM, and hence that HK is horizontal. 

The space diagram is now readily constructed to 
scale ; for the lines HM, MK are each half of the given 
length of the string HMK, and the lines HL, LK are 
each half of the given length of the string HLK, 

Having constructed the space diagram to scale and 
marked it with the letters a, 6, o^, o^, as indicated, we 
draw AB to represent the given weight of the mass N. 
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AOi, BO^, AO^^y BO 2 are then drawn parallel to the lines 
ao^y bo^y ao^y bo^ respectively, and joining the points 0^, 0^ 
thus obtained, we have the complete force diagram. 





Fig 57 a. 

In the cases I., where the strings are all vertical, the 
points Oi, Og coincide with the middle point of AB. 
Therefore the thrust in the rod is zero, and the tension 
of each string is half the weight of the mass. 

54. Ex. 4. A fine light stringy of given lengthy is 
passed through a smooth ring, of no appreciable weight 
or size, and is attached at its extremities to two given 
points. A forcCy given in magnitude and direction, 
is applied to the ring. It is required to find the 
position of equilibrium and the tension of the string. 

Here, at the outset, we are unable to construct the 
space diagram, as we do not know the position of 
equilibrium. We therefore assume a position of equili- 
brium and represent it in a diagram without any 
attempt at first to construct it to scale. 
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Let A MB represent the string in the position of 
equilibrium, A and B being the two fixed points and 
Jf the position of the ring. 

Let P be the measure of the force applied at M in 
direction ML, and let CD be drawn P units of length 
in the given direction of this force; thus ML and CD 
are parallel. 





Fig. 58. 



Fig. 58 a. 



As the string, in passing through the ring, rests 
against a smooth surface, its tension is the same on 
one side of the ring as on the other, and therefore 
its tension is the same throughout. Let T be the 
measure of this tension. 

Consider the equilibrium of the ring, together with 
the portion HMK of the string in its immediate 
neighbourhood, as one rigid body. The forces acting 
externally upon this are, — the tension iT at -ff in 
direction HA, the tension T B.i K in direction KB, 
and the force P. Hence our force diagram for this 
system will be a triangle CDN in which DN, NG are 
parallel to MA, MB respectively, and each T units of 
length. Hence GD must be equally inclined to NG 
and DN, and therefore LM produced must bisect the 
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angle A MB. This gives the following construction 
for finding the position of M: 





IE 
Fig. 59. Fig. 59 a. 

Through B draw BE in the direction of CD, With 
centre A, and radius representing the given length of 
the string, describe a circle cutting BE in F. Let the 
straight line which bisects BF at right angles meet 
AF in M. Then M is the position of the ring. 

The student will have no difficulty in proving that 
AMB is of the proper length, and that the straight 
line drawn through M in the direction of DC is the 
bisector of the angle AMB. 

Draw GN parallel to BM and DN parallel to MAy and 
let GN and DN meet at N. Then, measuring either of the 
two lines DN and GN, we have the tension of the string. 

We must see that the point F is taken in BE, and 
not EB produced. Also the string must evidently be 
longer than AB'^ this being so, we get one, and only 
one, position of equilibrium. 
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55. Ex. 5. To the extremities of a fine light string, 
which passes round two small smooth pegs given in posi- 
tion, are applied two given forces in given directions, 
one at each end. To a point of the string between the 
pegs is applied a third given force in a given direction. 
It is required to find the position of equilibrium and 
the pressures between the string and the pegs. 

Without attempting at the outset to construct a 
space diagram to scale, suppose the string takes up 
the position HALBK, A and B being the two given 
pegs. 





Fig. 60. 



Fig. 60 a. 



Let P and Q be the measures of the given forces applied 
at H and K respectively, and R the measure of the 
given force applied at L. The directions oi AH and 
BK are of course the given directions of P . and Q, 
but the directions of AL and BL are at present 
unknown. 

Since the peg A is smooth, the tension of the string 
HAL is the same at every point, and therefore its 
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measure is P. Similarly the measure of the tension 
of the string LBK is Q at every point. 

Hence the force diagram for the point L will be a 
triangle GDN in which CD is R units of length in 
the given direction of the force 22; and DN, NG are 
respectively P, Q imits of length and parallel to LA, LB 
respectively. 

Also, if GE be drawn in the direction of KB and 
equal to GN, and if DF be drawn in the direction of 
AH and equal to DiV, then NF and EN will represent 
the pressures of the string upon the pegs at A and B 
respectively. 

Hence we have the following construction: Draw 
EG, GDy DF parallel to the directions of the given 
forces Q, R, P and of lengths Q units, R units, P units 
respectively. With centre G and radius GE describe 
a circle, and with centre D and radius DF describe 
another circle intersecting the first circle in N, 

Draw AL and BL parallel to ND and GN respec- 
tively. This gives the position of i, and the directions 
of AH, BK are already known. 

Then, measuring NF and EN, we have the pressures 
at A and B respectively. 

As the circles may intersect in two points, this ap- 
parently gives two solutions, but the student will 
readily see that if he takes the point of intersection 
of the circles on the other side of GD he will get an 
inadmissible result. 
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EXAMPLES V. 

1 . One end B of a. fine light cord is fixed ; the cord passes over 
a small smooth fixed peg A in the horizontal line through By and 
supports at its other end C a mass of weight P ; find the magni- 
tude and direction of the pressure on the peg. 

2. A fine light string ACB^ of length 14 inches, has its extremities 
attached to two fixed points A and By situated 10 inches apart 
on a smooth horizontal table. To a point C of the string, 8 
inches from J, is knotted another fine light string CD, which 
passes over the smooth edge of the table and supports at its free 
end a mass of 20 pounds. Find the tensions in AC and BC, sup- 
posing that DC produced passes through the middle point of AB, 

3. An endless fine light string, of length 3 feet, on which a 
small heavy ring of weight W is capable of sliding freely, is sup- 
ported on two small fixed pegs situated 1 foot apart in a horizontal 
line. Find the pressure between the string and each peg. 

4. A fine light string ABCD has one extremity A fixed, and 
passes over two small smooth pegs at B and C, supporting at 
its free end D a mass of 10 pounds. If ABC is an equilateral 
triangle, having the side AC vertical and A uppermost, determine 
the pressure between the string and each peg. 

5. A fine light string has one end attached to a fixed point A, 
It passes over a small smooth peg By situated 1 foot 4 inches to 
the right and 1 foot above A, and supports at its other extremity 
a mass of 25 pounds. Find the pressure between the string and 
the peg. 

6. A fine light string has one extremity attached to a fixed 
point Ay passes over a small smooth peg By and supports at its 
other extremity a mass of 20 pounds. The peg B is situated 
5 inches to the left of A and 12 inches above it. Find the pressure 
on the peg. 

7. B and C are two smooth rings fixed in space at a distance 
apart equal to 13 inches, B being 10 inches and C 16 inches above 
the ground. A fine light string ABCD passes through the 
rings, and supports at its extremities masses weighing 10 pounds 
each. Find the pressures between the string and the rings. 
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8. A fine light string, of length 64 inches, passes over two 
small smooth pegs fixed 30 inches apart in a horizontal line. 
Both extremities of the string are attached at the same point to 
a mass of 20 pounds. Find the pressure between each peg and 
the string. 

9. A fine light string, 28 inches long, passes through a small 
smooth ring, to which is attached a mass of 24 pounds, and has 
its extremities fixed at two points situated 14 inches apart in 
the same horizontal line. Find the magnitude of the horizontal 
force which, applied to the ring, will cause it to rest at a point 
13 inches from the nearer end of the string. Also determine 
the tension of the string. 

10. A fine light string, of length 25 inches, has its extremities 
attached to two points, situated in a horizontal line 7 inches apart. 
A small smooth ring, of mass 3 pounds, is capable of sliding freely 
on the string. Find the tension of the string in the position of 
equilibrium. 

11. A fine light string, 31 inches long, passes through a small 
ring of 4 ounces' weight, and has its extremities fixed at two points 
25 inches apart in the same horizontal line. Find the tension of 
the string in the position of equilibrium. 

12. A fine light string, of length 15 inches, is passed through a 
small smooth ring G of no appreciable weight, and is attached at 
its extremities to two fixed points A and B. The point B is 
situated 3 inches farther from the ground than A and 1 foot 
horizontally to the right of A, If a mass of 12 pounds is con- 
nected with the ring C by means of another fine light string, 
find the position of equilibrium and the tension of the string. 

13. A fine light string, of length 32 inches, is passed through a 
small smooth ring of no appreciable weight, and is attached at its 
extremities to two points A and B situated 24 inches apart. A force 
of 16 pounds' weight is applied to the ring in a direction making 
an angle of 63' with BA, Find the position of equilibrium and 
the tension of the string. 

14. A fine endless string, of length 20 inches, rests on three 
smooth pegs J, B^ (7, the pegs B and C being situated in a horizontal 
line 6 inches apart, and A 4 inches vertically over the middle i^vafc 
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of BC, To a point D of the loop of string below BC is attached 
a mass of 8 pounds. Find the pressures on the pegs and the 
tension of the string. 

15. Aj By C are three smooth pegs fixed in a vertical plane, 
A being 3 feet vertically above the middle point of BC, which 
is horizontal and 8 feet long. A string, 20 feet long, passes round 
the three pegs, and has its extremities attached at the same point 
to a mass of 12 pounds. Find the tension of the string and the 
resultant pressures on the pegs. 

16. A, Bf C are three smooth pegs fixed in a vertical plane, 
A being 3 feet vertically below B and 4 feet horizontally to the 
right of G, A fine light string, 13 feet long, passes round the 
three pegs, and has its extremities attached at the same point 
to a mass of 12 pounds. Find the tension of the string and the 
resultant pressure on each peg. 

17. A fine light string OABO, 2 feet long, passes round two 
smooth small pegs at A and B, situated 8 inches apart on a 
smooth horizontal table. The two ends of the string are knotted 
together at 0, 6 inches from A. In what direction must a hori- 
zontal force of 16 pounds* weight be applied to the knot 0, in 
order that the string may remain stretched without slipping over 
the pegs? If the force has this direction, find the tension of 
the string and the pressures upon the pegs. 

18. A fine light string ACB, of length 20 inches, has its ex- 
tremities attached to two points A and B, situated 16 inches apart 
in a horizontal line. To the middle point C of the string is 
attached a small smooth ring of no appreciable weight. Another 
string has one extremity attached at 2), 21 inches vertically below 
By and passes through the ring, supporting at its other extremity 
a mass of 51 pounds. Find the tensions oi AC and BC 

19. A fine light string, passing over two smooth parallel bars 
one foot apart in a horizontal plane, has two masses each weighing 
25 pounds fastened to its extremities, and another mass weighing 
14 pounds is attached to a point P of the string between the 
bars ; in the position of equilibrium find the depth of P below 
the level of the bars ; find also the magnitude of the pressure 
upon each bar. 
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20. A fine light string A BCD is attached at one extremity to 
a fixed point A, It passes through a small smooth ring By of 
mass 1 pound, and over a smooth peg (7, and supports at its 
extremity D a mass of 4 poimds. Find the pressure between the 
string and the peg in the position of equilibrium. 

21. A fine straight rod AB, of no appreciable weight and of 
length 30 inches, has two pieces of fine string A CB and ADB^ of 
lengths 60 and 34 inches respectively, attached to it at A and B, 
The shorter string passes through a small smooth ring, of no 
appreciable weight, which is connected by another fine string 
with a mass of 16 pounds. The longer string is placed over a 
small smooth fixed peg. Show that, in the position of equilibrium, 
the rod is either vertical or horizontal, and in each case determine 
the tensions of the strings. 

22. Ay By C are three points in a vertical plane, A and C lying 
on opposite sides of the vertical line through the highest point B, 
A fine light string ADBCDEy having one end fixed at Ay passes 
in succession through a light smooth ring 2), round pegs at B 
and Cy again through the ring, and is attached to a heavy mass 
at its free extremity E. Prove that, in the position of equilibrium, 
the ring and the mass hang vertically below B» 

23. A fine light string AXBC is attached at one extremity to 
a fixed point A. It passes over a smooth peg By and supports at 
its extremity C a mass of given weight. Show how to determine 
at what point X, between A and By another mass of given weight 
must be attached, in order that, in the position of equilibrium, 
AX may be in a given direction. Show that there may be two 
solutions, but that the length of XB is the same in both cases. 



CHAPTER VI. 

EQUILIBRIUM OF A PARTICLE RESTING IN CON- 
TACT WITH A SMOOTH SURFACE OR CURVE. 

56. Suppose that a particle, acted upon by a system 
of forces, rests in contact with a smooth surface at P. 
Then, in addition to the other forces that act upon it, 





Fig. 61. Fig. 62. 

there is the force It, with which the surface resists 
any tendency that the particle may have to penetrate it. 
If the surface is smooth it cannot resist any tendency 
to slide over it; it can only press outwards in the 
direction of the normal at P. If we assume that the 
material of which the surface is composed is sufficiently 
strong for all purposes, then there is no limit to the 
magnitude of this force R. This force, which is called 
the reaction of the surface, is a self-adjusting force, 
that is, it will be of the magnitude required to pre- 
serve equilibrium, if equilibrium is possible. Hence, 
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for equilibrium, it is necessary and suflScient that the 
resultant of all the other forces acting upon the particle 
should be in the direction of the normal at P, and 
inwards — that is, towards the surface. 

If, instead of the surface, we have a material plane 
curve on which the particle can slide, as a bead threaded 
on a wire, or a jfine tube in which the particle is placed ; 
and if the forces acting on the particle are all in the plane 
of the curve, then the reaction of the curve may be 
in either direction, inwards or outwards, and for equili- 
brium it is only necessary that the resultant of all the 
other forces acting upon the particle should be per- 
pendicular to the tangent at P. 

If we suppose applied to the particle a force R 
identical with the reaction of the surface or curve, we 
may suppose the latter removed altogether, and then 
consider the particle as in equilibrium under the influ- 
ence of the given system of forces that act upon it 
together with the force R. Thus the consideration of 
the equilibrium of the particle is the same as for a 
particle free to move, with this difference, — that there 
are certain limitations upon the direction of the force R, 

57. Equilibrium of a Heavy Particle on a Smooth 
Inclined Plane. 

A particle of given weight is placed on a smooth 
plane inclined at a given angle to the horizon^ and 
is sustained by some force applied to it in some direc- 
tion which is in a vertical plane with the line of 
greatest slope. It is required to represent graphically 
the different values of the sustaining force correspond- 
ing to the different directions in which it ma^ ht. 
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applied, and to find in each case the. pressure between 
the particle and the plane. 

Let be the position of the particle, AOB the line 
of greatest slope making the given angle with the 
horizontal AG, Suppose the particle is sustained by 
a force whose measure is P applied in direction OH. 
Let W be the measure of the weight of the particle, 
and let it be represented by EF drawn vertically down- 
wards W units of length. 





Fig. 63. 

The only effect of the presence of the inclined plane 
is to produce a normal reaction outwards, of such 
magnitude as to balance, if possible, the other two 
forces acting on the particle. Let R be the measure 
of the reaction of the plane, and let OK be the straight 
line drawn from away from the plane, and in a 
direction perpendicular to it. Then the two forces P 
and W are in equilibrium with a force iJ, which may 
be of any magnitude, but must be in the direction OK 
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58. Ex. 1. A fine straight smooth rod AB, of length 
2 feet 6 inches, is fioced with the end A 1 foot 6 inches 
farther from the ground than the end B. A small 
smooth ring P, of no appreciable weight, is capable of 
sliding on the rod, and is connected^ by a fine light 
string 17 inches long, with a point C fixed 10 inches 
vertically below A. Another fine light string ha^ one 
end attached to the ring P, and the other end to a mass 
D of 100 pounds. Find the tension of the string PC, 
and the pressure between the ring and the rod in the 
position of equilibrium. 




Fig. 64. 



In the position of equilibrium, the two strings are 
straight, and the string PD is vertically downwards. 

Having constructed the space diagram to scale, draw 
HK vertically downwards of length 100 units, to re- 
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present the tension of the string PD. Through K 
draw KL perpendicular to AB, to meet the straight 
line drawn through H parallel to GP in L, Then 
HKLH (this way round) is the triangle of forces for 
the ring. 

// 




100 



Fig. 64 a. 

On measuring, we find that KL and LH are of lengths 
112 and 68 units respectively. Therefore the pressure 
between the ring and the rod is equal to the weight 
of 112 pounds, and the tension of the string PC to 
the weight of 68 pounds. 



D.s. 



G 
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59. Ex. 2. A fine straight smooth rod AB is fijxed in 
a given position inclined to the vertical with the end A 
uppermost A small smooth ring P, of no appreciable 
weight, is capable of sliding on the rod ; and a fine 
light string having one end fixed at the point G, situated 
at a given distance vertically below A, passes through 
the ring and supports at its other extremity D a mass 
of given weight Prove that in the position of equi- 
librium AC=^GP, and show how to find the pressure 
between the ring and the rod. 





Fia. 65 a. 

In the position of equilibrium, the tension of the 
string is at every point equal to the given weight of 
the mass, the two portions are straight, and the part 
PD is vertically downwards; but at present we do not 
know the position of P. 

Draw JSK vertically downwards of such length as to 
represent the weight of the mass. With centre H and 
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radius HK, describe a circle meeting the straight line 
drawn through K perpendicular to AB in L. 

Then HKLH (this way round) is the triangle of 
forces for the system consisting of the ring and of the 
portion of string in its immediate neighbourhood. 

Hence, to find the position of P, we draw GP parallel 
to HL to meet AB in P. 

As HKy HL are equally inclined to the straight line 
LK which is perpendicular to AB, they are also equally 
inclined to AB, 

/. AG, CPy which are respectively parallel to HK, HL, 
are also equally inclined to AB. 

.-. AC=GP. 
Also, measuring KL, we have the pressure between 
the rod and the ring. 

60. Ex. 3. AB is a smooth straight wire fiooed in a 
given inclined position with B uppermost A small 
heavy ring of given weight, capable of sliding freely 
on the wire, is connected ivith B by a fine string of 
given length, which passes through a second small smooth 
ring of given weight, hanging freely on the string. It 
is required to find the tension of the string, and the 
pressure between the ring and the wire. 

Assume a position of equilibrium BGD. Let TF^, TTg 
be the measures of the weights of the rings, and R the 
reaction of the wire, which is perpendicular to AB. 
The tension of the string is the same throughout; let 
its measure be T. 

Take EF, FG vertically downwards, of length W^ W^ 
units respectively. Then, if EFK be the triangle of 
forces for the point G, K will lie on the straight line 
which bisects EF at right angles. Also KFQ ^'"^ \^ 
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the triangle of forces for the point i), so that OK is 
perpendicular to AB, 

Hence, having taken the points E, F, 0, we proceed 
to complete the force diagram by drawing GH per- 
pendicular to BA, meeting in K the line bisecting EF 
at right angles. Then, measuring KE and GK, we 
have the tension of the string and the reaction of the 



wire. 





Fig. 66. 



Fio. 66 a. 



To finish the space diagram, we draw BL parallel 
to EK, and of such length as to represent the given 
length of the string; then we draw LD parallel to GF 
to meet AB in D, and DC parallel to KF to meet LB 
in (7. Thus we have the positions of the rings and 
of the string. 

61. Ex. 4. A smooth circul^ir hoop is fixed in a 
vertical plane. Two small smooth rings of given weight, 
each capable of sliding freely on the hoop, are connected 
by a fine string of given length less than the diameter of 
the hoop. It is required to find the position of equili- 
brium in which the string is tight, the tension of the 
string, and the pressures between the rings and the hoop. 
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Suppose P and Q are the positions of the rings in 
equilibrium, the centre of the hoop. Take AB, BG 
to represent W^, W^, the weights of the rings Q, P, 
respectively. Let P^, Pg be the reactions of the hoop 
at P and Q respectively. These will be in directions 
OP, OQ respectively, and therefore equally inclined to 
the string. 




% E^ 




Fig. 67. 



Fig. 67 a. 



The force diagram for the point Q will be a triangle 
ABE A (this way round), in which BE is parallel to 
QP and represents T the tension of the string, and 
EA is parallel to OQ and represents P2. 

Hence, considering the equilibrium of the ring P, we 
see that GE must be parallel to OP and represent Ry 
Hence EB bisects the angle AEG 

Now the magnitude of the angle POQ can be found, 
as it is subtended by a chord of given length at the 
centre of a given circle. Also the angle GEA is the 
supplement of this angle. Hence we have the follow- 
ing construction for the force diagram : Having drawn 
AB, BG, describe through A, G the circle ADGE such 
that the segment ADG contains an angle equal to the 
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angle subtended by the string at the centre of the 
hoop. Find D the middle point of the arc ADG, and 
let DB meet the circumference again in E, 

To construct the space diagram, we then draw OP 
and OQ parallel to CE and EA respectively; then we 
have the positions of the rings P and Q in equilibrium. 



EXAMPLES VI. 

1. AB is a fixed smooth vertical rod on which a small smooth 
ring, of mass 3 pounds, is capable of sliding. The ring is supported 
by a fine light string, of length 10 inches, attached to a fixed 
point 0, If is at a distance of 8 inches from the rod AB, find 
the tension of the string and the pressure between the rod and 
the ring. 

2. A is the lowest point of a smooth circular wire fixed in a 
vertical plane. A small smooth bead, of mass 10 ounces, rests 
on the wire at P, being supported by a horizontal force F, Find 
the magnitude of F and the pressure of the wire, if the arc AP 
subtends an angle of 60° at the centre. 

3. A small heavy bead, of mass 20 ounces, is capable of sliding 
freely on a smooth fixed vertical circular hoop, of radius 5 inches. 
It is supported by a fine light string, of length 9 inches, attaching 
it to the highest point of the hoop. Find the tension of the 
string and the pressure between the bead and the hoop. 

4. ABC is a smooth wire fixed with BA vertically upwards, 
the portions AB, BC being straight, and inclined at an angle 
of 120^ A small smooth ring, of mass 2 pounds, rests upon the 
wire at P in BC, where BP=BA, and is kept from falling by 
a fine string connecting it with the point A, Find the tension 
of the string and the pressure between the ring and the wire. 

6. A small ring C rests upon a fixed smooth horizontal rod 
AB, whose length is 13 feet. To the ring are attached two strings, 
one of which is 7 feet long and has its other extremity fixed at 
A, while the other passes over a smooth hook, situated 8 feet 



EXAMPLES .yi. 103 

below By and supports a mass of 20 pounds. Find the tension 
of the string AC. 

6. A small ring of weight TT, which can move without friction 
on a circular wire fixed in a vertical plane, is in equilibrium at 
a point P, on the lower half of the wire, under the action of a 
force R in the direction of tlie tangent at P to the wire. If 
the pressure of the ring on the wire is equal to ^W, find the 
magnitude and direction of the force R, 

" 7. A small heavy ring of mass 10 pounds, which can slide 
freely upon a smooth thin rod AB^ is attached to the end A of 
the rod by a fine string. If the rod is held, with A uppermost, in 
a position inclined at an angle of 40° to the vertical, find the 
tension of the string and the pressure between the rod and the 
ring. 

8. Find the force necessary to sustain a particle of mass 5 
pounds placed on a smooth plane inclined at an angle of 20° to 
the horizontal — 

(a) when the force is horizontal ; 

(b) when it acts along the inclined plane. 

9. Find the greatest vertical height through wliich a force 

2 pounds' weight can raise a particle of mass 6 pounds by drawing 
it up a smooth sloping plank 20 feet in length. 

10. Find what force, acting horizontally, will support a mass 
of 30 pounds resting on a smooth inclined plane, the base of the 
plane being three times its height; also find the pressure on 
the plane. 

11. A small smooth ring P rests upon a fixed smooth horizontal 
rod AB of length 14 feet. To the ring are attached two strings, 
one of which is 10 feet long and has its other extremity fixed at 
C, situated 8 feet vertically below A ; the other passes over a small 
smooth hook, situated 6 feet vertically below B, and supports a 
mass of 30 pounds. Find the tension of the string PC. 

12. A and J? are the highest and lowest points respectively 
of a smooth thin circular wire, of radius 6 inches, fixed in a 
vertical plane. A small bead P, weighing 5 ounces, is threaded 
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on the wire, and is attached to ^ by a fine string of length 8 
inches. A second string is attached to the bead and passes over 
a small smooth peg at jB, supporting at its other extremity another 
bead weighing 3 ounces. Find the tension of AP, 

13. A smooth straight rod AB is fixed in a position inclined 
at an angle of 60** with the vertical, the end B being uppermost. 
'A small smooth ring (7, of mass 2 pounds, is threaded upon the 
wire, and is connected with jB by a fine string ; a second string 
is attached to the ring, and passes over a small smooth peg at 
D fixed vertically below A^ supporting at its free end a mass of 
10 pounds. If AG—AD^ find the tension of the string BG and 
the pressure between the ring and the wire. 

14. A smooth straight rod AB \^ fixed in a position making 
an angle of 60° with the vertical. A fine light string, one end 
of which is attached to A^ the highest point of the rod, passes 
through a small smooth ring /), to which a mass of 30 pounds 
is attached, and the other end of the string is attached to a small 
smooth ring G capable of sliding freely along the rod. Find 
the angle ABC and the tension of the string in the position of 
equilibrium, the weights of the rings G and D being inappreciable. 
Find also the distance of G from A in the position of equilibrium, 
given that the length of the string is 6 inches. 

15. AGB is a smooth thin wire in the form of a semicircle of 
ludius 5 feet, and it is fixed in a vertical plane with AB hori- 
zontal and uppermost. A small heavy bead (7, of mass 20 ounces, 
is threaded on the wire and attached to A by means of a fine light 
string, of length 6 feet. Find the tension of the string and the 
pressure between the bead and the wire. 

16. AGB is a smooth thin wire in the form of a semicircle, 
and it is fixed in a vertical plane with AB horizontal and the 
curve uppermost. A small smooth bead G^ of mass 3 ounces, is 
threaded on the wire, and is attached to A by means of a fine 
light string equal in length to the radius. Another fine string 
is attached to the bead and passes through a smooth hook fixed 
at 5, supporting at its other end a mass of 12 ouT\cea. Find the 
tension of the string AG. 
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17. A small ring P, of no appreciable weight, is capable of 
sliding freely on a smooth straight piece of stiff wire AB^ fixed 
in a position inclined 40° to the horizontal with A uppermost. 
To a fixed point 0, situated 1 foot vertically below A, is attached 
a fine light string which passes through the ring and supports 
at its free extremity a mass of 5 pounds. Find the length of 
OF in the position of equilibrium, and the pressure between the 
ring and the wire. 

18. ABC is a smooth fixed wire, the portions AB, BC being 
straight, and B situated at a higher level than A and C, A 
small smooth ring of given weight, capable of sliding freely on 
AB, is connected by a fine light string of given length with a 
small smooth ring of given weight, capable of slidmg freely on 
BC. Show how to obtain the position of equilibrium, the tension 
of the string, and the pressures between the wire and the rings. 

19. Show that the weight of the greatest mass, which a given 
force can sustain on a smooth inclined plane of given height, is 
proportional to the length of the plane. 

20. Two smooth inclined planes, of equal height, are placed 
back to back. Two particles, one on each plane, are connected 
by a fine light string which passes over the common vertex of 
the planes. Prove that, if the system is in equilibrium, the 
weights of the particles are proportional to the lengths of the 
planes on which they respectively rest. 



CHAPTER VII. 

EQUILIBRIUM OF A PARTICLE IN CONTACT WITH 
A ROUGH SURFACE OR CURVK 

62. It is assumed that the student is famiKar with 
the laws of friction, as set forth, for instance, in Loney's 
Elements of Statics. 

The reaction of a rough curve or surface is not, in 
general, normal. It may make any angle, not greater 
than the angle of friction, with the normal on either side. 



^- 





Fig. 68. 



Fio. 69. 



Suppose a particle rests, in equilibrium, in contact with 
a rough surface at P. Draw PN, the normal at P, 
away from the surface, and make angle NPH wangle 
NPK^ the angle of friction = X. Then the total resist- 
ance of the surface, though unrestricted in magnitude 
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must be in a direction interme<liate between PH and 
PK. If it has either of these two limiting directions, 
the particle is just on the point of slipping. 

63, Eqnitibrinm of a Heavy Particle on a Bough 
Inclined Plane. 

A particle of given weight ia placed on a rough plane, 
inclined at a given aiigle to the horizon, and is sustained 
by Bome force applied to it vn. some direction which ia 
in a vertical plane -with the line of greatest slope. The 
angle of friction between the particle and the plane 
being given, it is required to consider the conditions 
of equilibrium. 




Let be the position of the particle, AOB the line 
of greatest slope making the given angle with the 
horizontal AC. Suppose the particle is sustained by 
a force, whose measure is P, applied in direction OL. 
Let W be the measure of the weight of the particle 
and let it be represented by EF drawn vertically down 
wards W units of length. 
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Let ON be the straight line drawn from away from 
the plane and in a direction perpendicular to it. Make 
angle iV^O-ff= angle i\rO-K' = angle of friction = X; so that 
OH, OK are within the angles BON, AON respectively. 
Then the resistance of the plane must be in some direc- 
tion intermediate between OH and OK, and may be of 
any magnitude. 

Draw FS, FT, straight lines of unlimited length, from F 
in the directions of OH, OK respectively. The triangle 
of forces for the particle at will be a triangle FGE, 
in which is some point within the angle SFT, and 
OE is parallel to OL and of length P units. If lies 
in the line FS, the particle is only just prevented from 
slipping down the plane, if in the line FT, it is on the 
point of. slipping up the plane. 

If the direction of the sustaining force be some given 
straight line OL, we draw KG^G^ parallel to LO to 
meet FS and FT in G^ and (zg respectively. Measure 
G^E, GJE] let them be respectively P^, P^ units of 
length. Then, for equilibrium, P must lie between P^ 

and Pg* 

Draw Eg^, Eg^ perpendiculars to FS, FT respectively. 
Then g^E represents in magnitude and direction the 
smallest force that can prevent the particle from slipping 
doivn the plane, and g^E represents the smallest force 
necessary to drag the particle up the plane. Now 
OH, OK make angles X with the normal to the plane, 
therefore g^E, gJE, which are perpendicular respectively 
to OH, OK, must make angles X with the plane itself. 
Thus, to prevent the particle from slipping doivn the 
plane, the end is achieved with the least exertion by 
applying the force in a direction making the angle of 
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friction with the plane, measured downwards from 
OB ; and to drag the particle up the plane, the end is 
achieved with the least exertion by applying the force 
in a direction making the angle of friction with the 
plane, measured upwards from OB, 





Pig. 71. 



Fig. 72. 



The left-hand figure shows the easiest way of pre- 
venting the particle from slipping down ; the right-hand 
figure shows the easiest way of dragging the particle up. 

In the space diagram, draw OM vertically upwards, 
and produce HO and KO to H' and K' respectively. 



K 




Fig. 73. 



Then an examination of the force diagram will show the 
student that, for equilibrium, the force P must be applied 
between the directions OH' and OM, and that no force^ 
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however great, applied between the directions OH' and 
OK' can drag the body up the plane. 

64. Throughout the above piece of work we have taken 
the inclination of the plane as greater than the angle 
of friction. The consideration of the case in which the 
inclination of the plane is less than the angle of friction 
is left as an exercise for the student. He will see that, 
in this case, E lies within the angle TFSf and equilibrium 
is possible for aU directions of P, It will be seen that 
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Fig. 74. Fig. 74 a. 

no force applied between the directions OH' and OK' can 
move the particle. To move it up the plane, the force 
must be applied between the directions OK' and CM; 
to move it down, between the directions OH' and OM, 





Fig. 75. 



Fig. 76. 



Also the left-hand figure shows the easiest way of 
moving the particle down the plane; the right-hand 
figure the easiest way of moving it up. 
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As E lies within the angle TFSy the particle will rest 
in equilibrium if P vanishes; then the total resistance 
of the plane is represented by FE, i.e, the resistance 
is equal and opposite to the weight of the particle. 

If the inclination of the plane is equal to the angle 
of friction, FS coincides with FE, In this case, if P 
vanishes, the particle is just on the point of slipping 
down the plane. 

Conversely, if the particle is just on the point of 
slipping down the plane under the action of its weight 
and the resistance of the plane only, the angle of in- 
clination of the plane to the horizon is equal to the 
angle of friction. This gives a method for determining 
the angle of friction experimentally. 

65. It is required to find at what point, or points, 
of a given rough curve, fi^xed in a vertical plane, a 
particle of given weight may rest in limiting equilibrium, 
being supported by a given force applied to it in a 
given direction. 



M 
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Draw AB, BG to represent in magnitude and direc- 
tion the given sustaining force and the weight of the 
particle respectively. Then GA must represent the 
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total resistance of the curve, and, as the equilibrium is 
limiting, GA must make with the normal to the curve 
an angle equal to the angle of friction. Hence draw 
CN and CM, making angles equal to the angle of friction 
on either side of CA. Then, to find the position of 
the particle in limiting equilibrium, we must find what 
point, or points, of the curve have their normals in 
directions (7Jf or ON. 

66. Ex. 1. A particle, of mass 16 ouncea, rests on a 
rough plane inclined at an angle of 30° to the horizon. 




Fio. 78. 



// a force equal to the weight of 2 ounces, acting up 
and parallel to the plane, is just sufficient to pi^event the 
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particle from slipping down, find the force acting in 
the same direction, tvhich will cause the particle to be 
on the point of moving up the plane. 

Draw EF vertically downwards 16 units of length 
to represent the weight of the particle. Draw EA so 
that the angle FEA is 60° ; then AE is parallel to the 
line of greatest slope on the inclined plane. Take 8 
in AE so that SE is of length 2 units, and join FS. 
Draw FN perpendicular to AE Then angle NFS is 
the angle of friction. Make angle NFT equal to angle 
NFS, and let FT meet EA in T, Then TE represents 
the force required. 

We find that TE is 14 units of length; therefore the 
force required is the weight of 14 ounces. 

67. Ex. 2. A particle A, of given weight, is placed 
upon a given rough inclined plane AD. It is required 
to determine at what different points of the plane it can 
be supported by a fine light string ABC, of unlim^ited 
length, which passes over a small smooth peg B, situated 
in a given position, and supports at its other extremity 
another particle C of given weight. The plane of BAD 
is vertical, and the line AD a line of greatest slope of 
the inclined plane. 

The triangle of forces for the particle A will be 
OHPO (this way round), in which OH is vertically 
downwards and represents the weight of the particle 
A, PO is parallel to AB, and represents the weight of 
the particle G, and HP represents the total resistance 
of the plane. 

Having drawn OH, the point P lies on the circumfer- 
ence of a circle having its centre at 0, and its radius of 
such length as to represent the weight of the particle C. 

D.S. H 
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Through draw SOT parallel to AD, to meet in 
S and T straight lines drawn through JS" so as to be 
equally inclined to ST, and to contain an angle equal 
to twice the angle of friction. Then, for all possible 




Fig. 79. 

positions of equilibrium, the point P must lie within 
the angle SHT. Also, as £ is situated above the plane, 
the point P must lie below the line SOT, 

S 




Hence all possible positions of P are confined to 
those portions of the circumference of the circle which 
are contained within the triangle SHT, 
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In the case considered in the accompanying diagram, 
the only portions of the circumference of the circle 
contained within the triangle SHT are the arcs kl, mn. 
Draw BL, BMy BN parallel to OZ, Om^ On respectively, 
to meet AD in Z, M, N respectively. Then equilibrium 
is possible if A lies anywhere between M and N, or 
anywhere below L, 

The student will have no difficulty in interpreting 
any other case which may occur. 

68. Ex. 3. Two equal heavy particles, on two equally 

^^ttfDugh inclined planes of the same height placed hack 

hack, are connected hy a fine light string which 

isses over the smooth top edge of the plants; show 

hat, if the particles are on the point of moving, the 

differcTice of the inclination of the planes is douhU the 

angle of friction. 

A^ J9 




Fio. 80. 



Fig. 80 a. 



\ 



Let P and Q be the particles, each of weight Tf , rest- 
w on the planes HJ, JK respectively, and just on the 

\)ii of slipping in the direction HJK, Let T be the 
;3ure of the tension of the string. 

Take AB vertically downwards to represent W, and 
let BM, BN, parallel to HJ, KJ respectively, be each 
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of length T units. Then MA and NA represent the re- 
sistances of the planes at P and Q respectively. Hence 
NA must be inclined to the normal at Q at an angle X 
measured upwards from the outward normal, and MA 
must make angle X with the normal at P measured 
downwards, X being the angle of friction. 

Draw MOy NO perpendiculars to BM, BN respectively. 
Then the angles OMA, ONA each equal X. Hence the 
circle on OB as diameter passes through if, iV, A, 

Since BM^BN, the arc 5if=arc BN, 

:, SLTC MO = a,rc NO, 

.'. arc MA — arc NA = twice arc A 0. 

.-. angle ABM- angle ABN= 2X, 

i.e,y the difference of the inclination of the planes to 
the vertical = 2X. 



EXAMPLES Vn. 

1. A particle, of mass 10 ounces, rests on a rough horizontal 
plane, the angle of friction between the particle and the plane 
being 25°. Find 

(i.) the least horizontal force which will move the particle, 
and determine the total resistance when this force is 
applied ; 

(ii.) the least force which, acting in an upward direction at an 
angle of 15° with the horizontal, will move the particle, 
and determine the total resistance ; 

(iii.) the magnitude and direction of the total resistance, when 
a force of 4 ounces' weight is applied in an upward 
direction making an angle of 20° with the horizontal; 

(iv.) the magnitude and direction of the least force necessary 
to move the particle. 
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2. A particle, of mass 10 ounces, rests on a rough plane inclined 
at an angle of 35** to the vertical^ the angle of friction between 
the particle and the plane being 25°. Find 

(i.) the least horizontal force which will move the particle 

up the plane ; 
(ii.) the least horizontal force which will prevent the particle 

from slipping dovm the plane ; 
(iii.) the magnitude and direction of the least force necessary 

to move the particle up the plane ; 
(iv.) the magnitude and direction of the least force necessary 

to prevent the particle from slipping d<ywn the plane. 

3. A particle, of mass 10 ounces, rests on a rough plane inclined 
at an angle of 15° to the horizontal, the angle of friction between 
the particle and the plane being 25°. Find 

j(i.) the least force which will produce motion when acting 

up the plane; 
(ii.) the least force which will produce motion when acting 

dovm the plane ; 
(iii.) the magnitude and direction of the least force necessary 

to move the particle up the plane ; 
(iv.) the magnitude and direction of the least force necessary 

to move the particle down the plane. 

4. A particle, of mass 19 ounces, is placed on a rough plane 
of height 5 feet and length 13 feet, the coefficient of friction 
being \ ; find the magnitude of the horizontal force which will 
just suffice to push the particle up the plane. 

What is the magnitude of the horizontal force which will just 
suffice to drag the particle doum ? 

6. A particle, of mass 3 pounds, is just supported on a rough 
inclined plane, whose height is three-fifths of its length, being 
acted upon by no forces other than its weight and the resistance 
of the plane. Find the coefficient of friction between the particle 
and the plane, and determine the magnitude of the force which, 
acting parallel to the plane, will be just on the point of moving 
the particle up the plane. Find also the magnitude and direction 
of the least force necessary to move the particle t^ the plane. 
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6. A is the lowest point of a rough circular hoop fixed in a 
vertical plane. A small ring, of mass 2 pounds, is threaded on 
the hoop at P, where the arc AP subtends 50" at the centre of 
the hoop. Find the magnitude of the smallest horizontal force 
which will support the ring, the angle of friction between the 
ring and the hoop being 20". 

v. A particle, of weight TT, is sustained in limiting equilibrium 
on a rough circular hoop, fixed in a vertical plane, by a force 
\ W acting at an angle of 60" with the vertical and upwards. The 
angle of friction between the particle and the hoop being 20", 
find the positions of limiting equilibrium. 

8. A ring P, of inappreciable weight, is capable of sliding on 
a rough straight piece of wire ACB, which is fixed in a position 
inclined at an angle of 65" to the vertical. A fine light string 
has one extremity attached to the ring P, passes through a 
small smooth ring 2), fixed at a distance of 10 inches vertically 
below C, and supports at its free end a mass of weight W. If 
the coefficient of friction between the ring and the wire is f , show 
that there is a portion of wire, of length about VJ inches, at 
any point of which the ring can rest in equilibrium, and that 
beyond either end of this portion equilibrium is impossible. 

9. A body is placed on a rough inclined plane. Prove that 
the force which must be applied to it in a fixed direction, in 
order to just prevent it from slipping dovm, is the same as if 
the plane were made smooth and its inclination to the horizon 
were decreased by the angle of friction. 

10. A heavy body is supported on a rough plane inclined at 
an angle 2X to the vertical^ X being the angle of friction. It is 
just on the point of moving up the plane when acted upon by 
a force parallel to the plane. Show that the applied force must 
be equal to the weight of the body. 

11. A particle is supported on a rough inclined plane by a 
force equal to the weight of the particle. Show that the force 
must be applied in some direction within a fixed angle equal to 
four times the angle of friction. 
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12. A particle, placed on a rough inclined plane, is on the 
point of slipping down the plane, being acted upon by no force 
other than its weight and the resistance of the plane. Show 
that the least force which, acting parallel to the plane, will move 
it up the plane, is twice as great as the force which would support 
it, if the plane were smooth. Prove also, that the total resistance 
of the plane, in the first case, is equal to the weight of the particle. 

13. A particle, of weight TT, is supported on a rough inclined 
plane by a force acting up the plane. It is on the point of moving 
wp the plane when the force has the value Pj, and of moving dovm 
the plane when the force has the value P^ Show that a force 
J(Pi + P2)> acting up the plane, would support the same particle 
on a smooth plane of the same inclination. 

14. A heavy particle is placed on a rough horizontal plane, 
the angle of friction between the particle and the plane being A. 
When the particle is on the point of moving, under the influence 
of a horizontal force, the total resistance of the plane is of magni- 
tude R. Show that the force, which, applied at an angle 3A with 
the downward vertical, is just sufficient to move the particle, is 
of magnitude \R, 

15. Show how to determine all possible positions of equili- 
brium of a heavy bead on a rough circular wire, which is fixed 
in a vertical plane. 

16. A small bead, of no appreciable weight, is capable of moving 
on a circular wire, fixed in a vertical plane. A fine light string, 
attached at one extremity to the bead, passes over a small smooth 
peg, situated at a point on the wire, and supports at its other 
extremity a heavy body. Show that the bead can rest in equili- 
brium at any point of a particular arc, which subtends, at the 
centre of the wire, an angle equal to four times the angle of 
friction. 

1*7. The triangle ABC^ right-angled at C, is the vertical section 
o a rough inclined plane. When the plane is placed with AC 
horizontal and BC vertical, a certain force of unknown magnitude 
Xy acting parallel to the plane, can just move a mass of given 
weight Wi up the plane ; when the plane is placed with BC hori- 
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zontal and AC vertical, the same force X^ acting parallel to the 
plane, can just prevent a mass of given weight W^ from moving 
dovm the plane. Prove the following construction for determining 
the angle of friction, which is the same for both masses, and 
the value of X : 

Take LH and LK at right angles, to represent W^ and W^ 
respectively, and make angle KLM equal to the angle BAC^ so 
that LM meets HK in M, Draw LN perpendicular to HK. Then 
LM represents -T, and MLN is the angle of friction. 

18. Prove the following particular cases of* the preceding 
example : 

(i.) If W^'.W^—AC \ BCf the plane is smooth. 

(ii.) If Wi : W2=^BC : ACj the total resistance of the plane, in 
both positions, and the force X have the same magnitude ; 
also, half of the angle of friction is equal to the difference 
between 45* and the angle BAG, 

(iii.) If AC=BCy then, in turning the plane round, the total 
resistance is changed in the ratio W^ : TTg. 

(iv.) If TTj, TF2 and X are all known, while the inclination of the 
plane and the coefl&cient of friction are to be determined, 
there may be two planes of different inclinations, but 
of the same coefficient of friction, satisfying the given 
conditions. 

19. The triangle ABCy right-angled at (7, is the vertical section 
of a rough inclined plane. When the plane is placed with AC 
horizontal and BC vertical, a given force P, acting parallel to 
the plane, can just move a mass of unknown weight W up the 
plane ; when the plane is placed with BC horizontal and AC 
vertical, another given force §, acting parallel to the plane, can 
just prevent the same mass from slipping dovm the plane. 
Prove the following construction for determining the weight 
of the mass and the angle of friction between the mass and the 
plane : 

Draw Lff and LK at right angles, to represent P and Q respec- 
tively, and make angle KLM equal to the angle BAG, so* that 
LM meets the circle HLK in M, Draw the diameter LN of this 
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circle. Then LM represents TT, and the angle NLM is the angle 
of friction. 

20. Prove the following particular cases of the preceding 
example : 

(i.) If P : Q=BC : AC, then the plane is smooth, and, in turning 
it round, the total resistance is changed from Q to P. 

(ii.) If P'.Q=AG\BGy then, in turning the plane round, the 
total resistance is changed from P to Q\ also, half of 
the angle of friction is equal to the difference between 
45° and the angle BAC, 

(iii.) If P, Q and IF are all known, while the inclination of the 
plane and the coefficient of friction are to be determined, 
there may be two planes of different inclinations, but 
of the same coefficient of friction, satisfying the given 
conditions. 



CHAPTER VIII. 



TWO FORCES WHOSE LINES OF ACTION DO NOT 
INTEESECT AT AN ACCESSIBLE POINT. 

69. To find the resultant of ttvo given forces, when 
the point of intersection of their lines of action is 
inaccessible. 








Fig. 81. Fio. 81a. 

Let two forces, whose measures are P and Q, act along 
two given lines. Draw AB of length P units in the 
direction of the force P, and BG of length Q units in 
the direction of the force Q, Then AG represents the 
resultant in magnitude and direction. If -4(7 is found 
to contain R units of length, R is the measure of the 
resultant. We have to find its line of action. 
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Take any two points, M and iV, in the lines of action 
of P and Q respectively. Draw BO parallel to MN, and, 
taking any point in BO, join A, and 0, 0. Draw 
ML and NL parallel to -40 and OC respectively, to meet 
in L, Then we shall show that Z is a point in the 
line of action of the resultant. 

The force P can be replaced by two forces represented 
by AOy OB acting in the lines ML, NM respectively; 
and the force Q can be replaced by two forces re- 
presented by BOy 00 acting in the lines MN, NL 
respectively. Let P and Q be replaced by these pairs 
of components. Then the two forces represented by 
OB and BO acting in the line MN balance one another, 
having no effect on the body as a whole, and may 
therefore be removed. 

Hence the two given forces have the same resultant 
as forces represented by -40, 00 acting in the lines 
ML, NL respectively. 

Hence a straight line drawn through L parallel to 
-40 is the line of action of the resultant, and the measure 
of the resultant is it 

The correspondence between the two figures will be 
made clearer if we use the notation suggested in Art. 4. 
The two forces P and Q are represented by AB and BG 
respectively; we therefore denote their lines of action 
by ab and be respectively, placing one of the small letters 
on each side of the line indicated. The straight line MN, 
connecting a point in ab with a point in 6o, is denoted 
by oby and the line OB of the force diagram is parallel 
to it. Through the intersection of ab and bo is drawn 
ao parallel to -40, and through the intersection of be 
and bo is drawn oc parallel to 00, The intersection of 
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oc and ao gives us a point in ac, which is the line of 
action of the resultant represented by AO, 

The above method is, of course, applicable to the case 
in which the lines be and ab intersect at an accessible 
point. We know that the line of action of the resultant 
passes through that point. It can be proved geometri- 
cally that the line ac passes through the point of inter- 
section of ab and be, 

70. Parallel Forces. 

The construction for the resultant of two parallel 
forces is a particular case of the above. 

Case I. Let the two forces P and Q be parallel and 
in the same direction. Making the construction of the 
preceding article, we see that the resultant is equal to 
the sum of the forces, and is in the same direction 









.-' 



Fig. 82. Fig. 82 a. 

as each of its components. Also, if the line of action 
of the resultant meets MK in K, we have 
MKMK KL_qB^ BG_BG_Q 
KN~ KL ' KN^BA ' 0B~ BA" F 

:. the point K divides MN internally in the inverse 
ratio of P to Q. If we make use of this result, we can 



PAEALLEL FORCES. 



125 



dispense with the force diagram altogether, or we may 
use it to obtain the following more simple construction : 




'*-.. 




Join A to any point N in the line be. Draw CM 
parallel to AN to meet the line a6 in M. Draw BK 
parallel to AN to meet MN in K, Then £* is a point 
in the line of action of the resultant. 

Case II, Let the two forces P and Q be parallel and 
in opposite directions. 





Fio. 84. 



Fio. 84 a. 



Makipg the same construction as before, we see 
that the resultant is equal to the difference of the two 
given forces, and acts in the direction of the greater. 
(In the figure we have taken P>Q,) 
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Also, if the line of action of the resultant meets 
produced in K, we have 

MK_MK KL_qB BG_BG_Q 
KN~KL ' KN~BA ' 0B~ BA" F 

.'. the point K divides MN externally in the inver 
ratio of P to Q. 

We see that the above construction fails if P is equ^^ 
and opposite to Q, In that case C coincides with A, 
and the straight lines oa, oc become parallel, so that 
there is no point £ at a finite distance. Two equal 
parallel forces acting in opposite directions therefore 
have no resultant; they are said to form a couple. 

The result obtained above gives the same simplified 
construction for finding the resultant of two parallel 
forces in opposite directions as for finding the resultant 
of two parallel forces in the same direction. The figure 
is shown below: 

K ^ 'K 




71. To resolve a given force into two others passing 
through two given points. 

Let the given force be represented by AB, and let 
its line of action be marked ah. Let H and K be the 
given points. 
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From H and K draw straight lines oa, oh respectively, 
to meet at any point chosen on ah] draw -40, BO 
parallel to ao, ho respectively, to meet in 0. Join H, K, 
and let the straight line so drawn be called ox. Draw 
OX parallel to ox, and in OX take any point X 




0. 
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Fig. 86. 



Fig. 86 a. 



Then AX and XB represent components of the given 
force acting through the points H and K respectively. 
As X may be taken anywhere in the line through 
drawn parallel to HK, the problem is indeterminate. 

If the two components are required to be parallel, 
we take X in AB ; if equal, we take X in the straight 
line which bisects AB at right angles. In the former 
case the lines of action of the components are each 
parallel to ah. 

72. To resolve a given force into Uvo others acting 
along two given straight lines each parallel to the line 
of action of the given force. 

This is a particular case of the preceding article, 
and can be solved in the manner there indicated. We 
choose the points H, K anywhere in the lines of action 
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of tho rtM]uirtMl ot)mponont»H iwpoctivniy, luul rowolvo 
tho givon foroo into two pariillol foi^ctm aetiu^ thn)\i^h 
tho pointH i/, K. 
Or wo may pitvoood tliUH: 




/ ...-• / 



•*•. 




Lot tho glvon foroo bo ropiH)8ontod by AH, aiul lot. 
ita lino of aotion bo niarkod ak Of tl\o linoN of action 
of tlio roqulrod oomponontM n\ark ono tw^ tlio otlior ^vb. 
Draw two parallol Uuoh tl\ix>iij{h /I, li to moot /)»«\ <hv 
in ii'. ^ I'oapootivoly. Lot A'li* moot (i6 in A", and 
draw X*X painUlol to A* A to moot -Hii in X. T\m\, 
doarly. itA':-Y/i-A\Y'i Xir, ai\d thon>fon^ .4-Y and 
A*i} tH.^pi'OHont tl\o ooniponontn roquirod alon^; <hv and 
(ob roHpootivoly* 

Wo ]\avo drawn tl\o <lj(ui\v^ for tl\o oiwo in wlnoh 
tlio (fivon foroo lio« htitiVUfin tho linon of aotion of it^ 
oomponontH. Tho n\othod Ih, howovor, tiuito jjtMioral. 

Wo mi)(ht diMj>o!\No witl\ tlio fowo diaj^ram alto^^t.hor, 
and pix)Oood wh followH: 

Draw any Htrai)(l\t lino A'X'IV mootiti^ tho linoH 
bit\nb,im in tlio points A\ X\ It' iVHpootivoly, 

MoaHnn^ A'X* and X'Ji", aiui tUvitlo tho j^ivon ft^ivo into 
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two parts in the ratio A'X'iX'E, The first part is 
the component along aaj, the other that along xh, 

73. Ex. 1. Forces of 24 amZ 10 pounds' iveight act 
along the straight lines MH and NK respectively ; the 
angles HMN and MNK a/re 90° and 100° respectively, 
and the points H, K are on the sa/me side of MN, 
which is 10 inches long. Find the magnitude and 
direction of the resultant of the forces, and determ/i/ne 
the point where its line of action cuts MN, Find 
also the resultant when the force of 10 pounds' weight 
is reversed in direction. 

Draw AB, BG in the directions of MH, NK respec- 
tively, and of lengths 24 and 10 units respectively. 
In the straight line drawn through B parallel to MN 
take any point 0. Draw ML, NL parallel to -40, OG 
respectively, to meet in L, Let the straight line drawn 
through L parallel to -4C meet MN in X. Then XL 
is the line of action of the resultant, which is repre- 
sented by AG, 

On measurement, we find that -4(7 is 33*9 units of 
length, and that the angle MXL is 93°. Hence the 
resultant is 339 pounds weight, and makes an angle of 
93° with NM. Also MX is found to be 2*9 units of 
length; therefore the resultant acts through a point X 
in MN distant 2*9 inches from M, 

Produce GB to (7, making Ba = GB. Then, if the 
force of 10 pounds' weight be reversed, it will be repre- 
sented by B(j. Draw NU parallel to OG' to meet LM 
produced in L\ and L'X' parallel to -4(7' to meet NM 
produced in X\ Then L'X' is the line of action of the 
resultant, which is represented by AG\ 

On measurement, we find that the resultant is now 

D.S. I 




Fig. 88. 




Fio. 88 a. 
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14*3 pounds' weight in a direction 96° with JOT, and 
that it acts through a point X' in NM produced, distant 
6*9 inches from M. 

74. Ex. 2. If from any point, in the line of action of 
the resultant of two forces, perpendiculars be drawn 
upon the lines of action of those forces, the lengths of 
the perpendiculars are inversely proportional to the 
magnitudes of the forces. 

In Art. 69 the position of the point is arbitrary. 
Let be taken at the other extremity of the diameter 
through B to the circle described passing through 
A, B, G. Then OA, 00 are perpendicular to BA, BO 
respectively ; therefore LM, LN are the perpendiculars 
from L upon the lines of action of the forces P and 
Q respectively. 



Fig. 89. Fia. 89 a. 

Now angle NML = angle A 0^ = angle A OB, 
and angle MNL = angle OOB = angle OAB. 

.'. the triangle MNL is similar to the triangle OAB. 
.-. LM:L]Sr=BO:BA = Q:P. 

Now i is a point in the line of action of the resultant; 
also MN may be taken in any position, provided only 
that it is parallel to BO; therefore, as MN moves^ 



132 BESULTANT OF TWO FOECES, 

remaining parallel to BO, the point L traces out 
line of action of the resultant. 

Therefore, from any point on the line of actioi 
the resultant, the perpendiculars let fall upon the 1 
of action of P and Q are proportional to Q an< 
respectively. 



EXAMPLES Vni. 

1. Two parallel forces 6P and 7P act at poiuts A an 
respectively. Find the magnitude, direction, and positioi 
their resultant (i.) when the forces are liksy and (ii.) when ut 

2. Two parallel forces, of 20 and 25 pounds' weight an< 
opposite senses, act on a rigid body, the perpendicular dist 
between their lines of action being 4 inches ; find their resulta: 

3. ABGD is a square, and E is taken in AD so that AE=\ 
Find the magnitude and line of action of the resultant of 
forces, one of which is 20 pounds' weight acting at E in direc 
EB, and the other is 15 pounds' weight acting at D in direc 
DC. 

4. Assuming the magnitude, direction, and position of 
resultant of two like parallel forces, deduce the magnitude, d 
tion, and position of the resultant of two unlike parallel for 

6. Show how to find the magnitude of a force acting aloi 
given line, in order that the resultant of this force, and a se( 
force given in magnitude, direction, and position, may pass thrc 
a given point. 

6. Show how to resolve* a given force into two others, on 
which is along a given line of action, and the other of w! 
passes through a given point. 

7. If, in the figure of Art. 69, the lines ac, oh intersect i: 
and AC, OB in X, then MK : KN^CX : XA, 

8. Two forces, whose magnitudes are in a given ratio, ac 
jK>ints A and B respectively of a rigid body, Proye that, w 
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ever be the directions of the forces, provided only that they 
are either parallel to one another or equally inclined to AB^ the 
line of action of their resultant always passes through a fixed 
point in AB. 

9. Show how to resolve a given force into two others which 
act each through a given point and are in a given ratio. 

10. Two forces P and Q act at two given points M and N 
respectively, and the line of action of their resultant meets MN 
in K. It F : Q = NK : JOT, prove that either P and Q are 
parallel, or they are equally inclined to MN. 

11. Two forces are represented in magnitude, direction, and 
position by the lines AB, CD ; H and K are the middle points of 
A C7, BD respectively ; straight lines through A and C parallel to 
BH^ DR respectively meet in A, and straight lines through 
B and D parallel to AK, CK respectively meet in h. Prove that 
hk is the line of action of the resultant of the two forces. 

In particular, show how to make use of the above in deter- 
mining the line of action of the resultant of two given parallel 
forces. 



CHAPTER IX. 

EQUILIBRIUM OF THREE FORCES ACTING IN ONE 
PLANE UPON A RIGID BODY. 

75. Three forces act upon a rigid body in one plane ; 
it is required to consider the conditions of equilibrium. 

Let P, Q, R be the measures of three forces acting in > 
one plane upon a rigid body along the lines be, ca, ab 
respectively, and keeping it in equilibrium. 5- 

First method. dn 
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Fig. 90. Fio. 90 a. 

Let BCy CA be drawn in the directions of P and Q 
and of length P units and Q units respectively. Thet 
the resultant of P and Q is represented by BA, snQi^g^^^ 
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acts through the point of intersection of bo and ca. 
Let P and Q be replaced by this resultant. Then we 
have two forces keeping a rigid body in equilibrium. 
These two forces must be equal and act in opposite 
directions along the same straight line. Therefore AB 
is the direction of R and of length R units, and ah, 
the line of action of iJ, must pass through the point 
of intersection of be and ca. This point will be called 
the point abc. 

Hence, if three forces acting in one plane upon a 
rigid body keep it in equilibrium, their lines of action 
must be concurrent, and the force diagram is a triangle 
whose sides represent the forces taken one way round. 

76. Second method. 
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Fig. 91. Fio. 91a. 

As before, let BC, CA be drawn to represent P and 
Q in direction and magnitude, and join AB, Take 
any point in the force diagram, and connect it with 
the points A, B, 0, 

From a point in the line be draw straight lines o6, 
oc parallel to OB, 00 respectively. From the point of 
intersection of oc and ac draw oa parallel to OA. 
We shall show that the lines oa, ob, ah are concurrent. 
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Let a, /9, y be the measures of OAy OB, 00 respec- 
tively. Then the force P may be replaced by two forces 
/9 and y acting along the lines ho, oc in the directions 
50, 00 respectively. Also the force Q may be replaced 
by two forces y and a acting along the lines co, oa 
in the directions 00, OA respectively. Let the two 
forces P and Q be replaced by these pairs of components. 

Then the two forces y, acting in opposite directions 
along the line oc, balance one another, and may therefore 
be removed. We are now left with three forces /?, a, 
R in equilibrium. The first two of these are repre- 
sented by BO, OA, and act along the lines bo, oa 
respectively. Hence, by the first method above, AB 
must represent R in magnitude and direction, and the 
three lines ob, oa, ab must be concurrent. 

The student should carefully notice the correspon- 
dence in the two figures. The straight line in the 
force diagram from to the point of intersection of 
the lines which represent P and Q, is parallel to the 
straight line in the space diagram which connects points 
in the lines of action of P and Q, and similarly for 
other pairs of forces. The two dotted lines which 
intersect on the line of action of one of the forces P, 
are parallel to the lines from to the extremities )f 
the line which represents P in the force diagram. 

77. The first of the above two methods is the funda 
mental method, and we have quoted it in dealing with 
the second, but it ceases to be of practical use when 
the point abc is inaccessible. The second is a more 
general method, and is always applicable, as the point 
may be taken anywhere in the diagram, so that no 
two lines need intersect at very acute angles. 
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Instead of choosing the point before drawing the 
dotted lines in both figures, we may choose any three 
points, one on the line of action of each of the three 
forces, and thus draw the triangle whose sides are 
oa, oby oc. Then the straight lines through A, B, G 
parallel to oa, oh, oc respectively must be concurrent. 
For, take to be the point of intersection of the 
straight lines drawn through B and G parallel to o6, 
oc respectively. Then, by the preceding bit of work, 
the straight line drawn through the intersection of 
oc and ac, parallel to AO, must pass through the 
intersection of oh and ah. That is, ao is parallel to 
AO. 

The triangle whose sides are oa, oh, oc can always 
be chosen so that the lines cut at convenient angles, 
and thus we have a method applicable to all cases. 

78. Third method. 

The following method is a particular case of the 
preceding method, the point being taken in BG, but 
it is of suflBcient practical importance to be treated 
separately : 

As before, let BG be drawn to represent the force P, 
and let the lines of action of P, Q, JR be marked he, ca, ah 
respectively. 

Resolve the force P into two parallel forces j8 and y 
represented by BO, OG respectively, acting along two 
lines ho, oc respectively; so that is a point in BG, 
and bo, oc are both parallel to be. 

Let the lines oe, ca intersect at K, and the lines bo, ab 
at L, and let KL be marked ao. 

Replacing the force P by its components j8 and y, we 
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see that y and Q acting at K must balance ^ and R 
acting at L. Therefore the resultant of the first pair 
and the resultant of the second pair must be equal and 
act in opposite directions along the same straight line ao. 
Hence, if CA represents Q, then OA, which represents 
the resultant of y and Q, must he parallel to oa. 
Also AO must represent the resultant of R and j3, 
and therefore, as BO represents /3, AB must repre- 
sent K 




Thus, for equilibrium, it is necessary and sufficient 
that the straight lines throng B, 0, C parallel to ba, 
oa, ca respectively should meet at a point A, and that 
CA and AB should represent Q and R respectively. 

The student should notioe < at dividea SO^ 
same ratio that the line bo 'ides XL. 
becomes practically Tuefol 
L are given, and wber 
bo is known relatively * 
then be quickly date 
(%>in/>Jeted. 



PARALLEL FORCES. 13& 

79. Ffurallel Forces. 

The equilibrium of three parallel forces is a particular 
case of the above, the second method alone being appli- 
cable. 
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in equilibrium — the one represented hy AC and acting 
through £', the other acting along ca. These must be 
equal and in opposite directions along the same straight 




Fig. 94. 

line. Hence W must be a point in ca, and the force 
which acts along ca is represented by GA, 

80. A known force, whose measure is P, acts in a 
given direction along a given straight line he ; a force 
of unknown measure X acts along a given straight line 
ca ; a/nd a third force of unknown measure Y acts in 
an unknown direction through a given point H. It is 
required to find the values of X and Y and the direction 
of F, in 07*der that the three may be in equilibrium. 

First method. 

Join H to the point of intersection of be and ca, and 
let the straight line thus drawn be called ab. Then 
ab is the line of action of F. 

Draw BC in the direction of P and of length P units, 
And through B and let straight lines be drawn parallel 
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to ba and ca respectitely, to meet in A. Then BGAB 
(this way round) is the force diagram for the system. 




H 




Fig. 95. 



Fig. 95 a. 



Measuring GA and AB, we have X and Y respectively, 
and the direction of T has already been determined. 

This method fails when the point of intersection of 
he and ca is not accessible. 

Second method. 





Fig. 96. 



Fig. 96 a. 



Draw BG in the direction of P and of length P units, 
and from G draw GA parallel to the line ccl This 
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does not determine the position of -4, as we do not 
know X, Draw any straight line oc intersecting the 
lines 6c, ca. Let the straight line connecting H with 
the intersection of he and co be drawn and called o6, and 
let the straight line connecting H with the intersection 
of ca and co be drawn and called oa. Through B and 
G draw straight lines parallel to ho and co respectively, 
meeting in 0, and through draw OA parallel to oa 
to meet GA in A, This determines the point A, Then, 
joining AB, and measuring GA and AB, we have X 
and Y respectively. Also, the line of action of F is 
the straight line ah drawn through H parallel to AB, 

Third Method. 




3 

o 



a 




Fig. 97. 



Fig. 97 a. 



Draw BC in the direction of P, and of length P 
units, and from G draw GA parallel to the line ca, 
the point A being at present unknown. 

Let a straight line ao, passing through H, meet the 
lines he, ca in J and K respectively; and through H 
and K draw straight lines ob, oc respectively, each 
parallel to be. Find a point in BG such that BO, 
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OG represent components of P acting in the lines 06, 
oc respectively. • This point will divide BG similarly 
to the way in which J divides KH, and the method 
is practically useful when the relative positions of the 
points J, H, K are known. 

Through draw OA parallel to oa to meet GA in 
A. Then, joining AB^ and measuring GA and AB^ we 
have X and F respectively. Also, the line of action 
of Y is the straight line ah drawn through H parallel 
to AB. 

81. Equilibrium of Four Forces, two of which are 
fully known. 

The methods of this chapter may be applied to the 
consideration of the equilibrium of four forces, two of 
which are fully known. We may replace the two known 
forces by their resultant, thus reducing the number of 
forces to three, one of which is fully known. 

82. Centre of Gravity. In the examples which here 
follow, it is assumed that the resultant of the weights 
of the constituent elements of a body (or of any 
material system in which the parts retain the same posi- 
tion with regard to one another) acts along a vertical 
line, which always passes through a special point of the 
body called its centre of gravity, this point retaining 
the same position with regard to the different parts of 
the body, in whatever position the body is placed ; also, 
that the centre of gravity of a body of uniform density 
and symmetrical shape, is in the position of the centre 
of symmetry. 

83. Smooth Hinge. A body is said to be capable of 
turning freely about a fixed point 0, or to be amoothly 
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hinged to a fixed point 0, when the point of the body- 
is compelled to remain in the position of the point in 
space, the constraint being a force acting through of 
the nature of a direct push or pull. Such a force is 
self-adjusting, and accommodates itself to prevent the 
point of the body from getting away from the point 
of space, if possible. It is of any magnitude, and acts 
in any direction necessary to preserve equilibrium, but 
must act through the point 0. 

84. Ex. 1. A thin uniform rod AB, of length 10 feet 
and weighing 12 pounds , is capable of turning freely 
about a smooth hinge at A, It is supported by a fine 
light string, of length 10 feet, connecting B with a point 
G, situated 16 feet from A in a horizontal line. Find 
the tension of the string and the action at the hinge, 
A C 




Fio. 



Having constructed the space diagram to scale accord- 
» tp the data, draw the straight line hk vertically 
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downwards through the middle point of AB, and a 
straight line HK, 12 units of length, vertically down- 
wards to represent the weight of the rod. Mark the 
line BC with the letters kl, and 
draw the straight line Ih from 
A to the point of intersection 
of hk and kl. 

Through H and K draw 
straight lines parallel to hi and 
kl respectively, meeting in L. 
Then KL represents the tension 
of the string, and the action of 
the hinge upon the rod is re- 
presented by LH, and acts in 
the line Ih, 

We find that KL = 5 units 
and LH = 9*85 units. Hence 
the tension of the string is 
5 pounds' weight, and the 
reaction at the hinge is 
9*85 pounds' weight, and is 
found to make an angle of 66° 
with AG. 

Otherwise, — Instead of drawing the line Ih^ draw 
through A and B respectively straight lines oh and ok, 
each parallel to hk. Bisect HK in 0. Then the weight 
of the rod is equivalent to forces represented by HO, 
OK acting along the lines ho, ok respectively. 

Let ^-B be marked ol, and draw OL parallel to ol to 

meet in L the straight line drawn through K parallel 

to kl. Then, measuring KL, we have the tension of the 

string, and the straight line LH gives thfe xaaigD^xsAfe 
D.s. K 




Fig. 98 a. 
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and direction of the action at the hinge. This con- 
struction, of course, gives the same result as before. 

85. Ex. 2. In the above eooample, let C be situated 
4 feet, iriMead of 16 feet, from A in a horizontal line, 
the problem in other respects remaining unaltered. 




Fig. 99. 




Fig. 99 a. 



Having constructed the space diagram to scale, we 
see that, if we proceed as in the first solution of the 
preceding example, the line hk meets kl at a point so 
far rentoved that the figure becomes unmanageable. 
The other solution, however, is applicable, and furnishes 
the neatest solution of the problem, thus exhibiting the 
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practical use of the third method described in Art. 80. 
This the student should work out for himself. 

Otherwise. — Through the middle point oi AB draw 
the straight line hk vertically downwards, and draw a 
straight line HK vertically downwards, and of length 
12 units, to represent the weight of the rod. 

Mark the straight line BG with the letters kl, and 
draw KL parallel to kl, the position of the point L 
being at present unknown. 

Mark AG with the letters ol, and through A and C 
draw straight lines oh and ok respectively, to meet at 
some point on the line hh 

Let the straight lines through H and K parallel to 
ho and ko respectively meet in 0. Draw OL parallel 
to ol to meet KL in L. 

Then KL represents the tension of the string, and LH 
represents the action of the hinge upon the rod at A. 

We find that KL = 306 units and LH= 902 units ; also 
the angle LHK is found to be 4°. Hence the tension 
of the string is 306 pounds' weight, and the action at 
the hinge is 9*02 pounds' weight in a direction inclined 
at an angle of 86° to the horizontal. 

86. Ex. 3. Two thin straight rods AFB, GFD, of 
given lengths, are freely jointed together at F, the 
lengtlis BFy DF being given ; and the whole is laid on 
a smooth horizontal table. If A and G are connected 
by a fine string of given length, and B and D are 
. pulled apart by given forces P, P in the straight line 
BU, required to find the tension of the string. 

The data are suflBcient to enable us to construct the 
space diagram. Let T be the measure of the tension 
of the string. 
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Consider the forces acting on the rod AFB alone. 
It is kept in equilibrium by a given force P acting 
along DBj a force T of unknown magnitude along AG, 
and the reaction R of the hinge at F of unknown 
magnitude and in an unknown direction. Also B, (7, F 
are points in the lines of action of these three forces, 
respectively. 
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Fig. 100. 



Fig. 100 a. 



Hence, to construct the force diagram, with any siiit- 



/ 



able scale we draw LM of length P units in the directi.oni;i 
DB, and MN of unlimited length in direction AC^ so{ 
that the point N is not yet determined. We now marl^ 
the lines DB, AG with the letters Im, mn respectively^* 
The line of action of JB, at present unknown, but passir 
through F, will be called nl. Hence, also, the lines . 
BGy GF we now mark oi, om, on respectively. 

Through L and M draw Z/0, MO parallel to lo, mc^ 
specti vely. This gives us the point 0. Draw OiV para 
to on, to meet MN in N; then, joining NL, we compi 
the force diagram. LMNL (this way round) is \ 
triangle of forces for the rod AB, Measuring MN, \ 
have the tension of the string. 



f" 
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87. Ex. 4. A thin rod, of no appreciahle weight, is 
loaded at some point with a mass of given weight, 
and is supported horizontally upon tivo smooth pegs 
in given positions. It is required to detei^mine the 
pressures between the rod and the pegs for different 
positions of the load. 
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Fig. 101. 



Let HK represent the rod, resting upon the pegs at 
**' \£ and M, and loaded at N with a mass of weight W. 
len^^ P ^^^ Q t>^ ^^® measures of the pressures of the 
a srgs at L and M respectively upon the rod. These must 
})y vertical, and are at present of unknown magnitude. 
P^il Let the verticals through i, M, N be called he, ca, ah 
jBU'spectively. Then the force diagram will be a straight 
^ne AGB, in which AB is vertically downwards and of 
spa^ngth W units, and EC, CA represent the pressures 
of "^ and Q respectively. Also, if three parallels through. 
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A, B, G meet he, ca, ah in A\ B\ C respectively, the 
points A\ R, C must be coUinear. 

I. Suppose the position of N is known. We can 
draw AB and two parallels AA\ BE. Let A'B' meet 
ah in C\ Then draw C'G parallel to A' A, to meet AB 
in 0. Measure BG and GA, and we have P and Q 
respectively. 

II. Suppose that the pegs L and M cannot sustain pres- 
sures greater than Pq and Qq respectively. We can draw 
AB as before and the two parallels AA\ BB\ Take BG-^ 
along BA and AG^ along AB of lengths Pq and Q^ units 
respectively. If -BOi and AG^^ do not overlap, clearly 
it will be impossible to support the load. If they do 
overlap, the point G may lie anywhere between C^ and 
6\. Draw G^G{, Gf^ parallel to AA\ to meet A'B' in 
G( and G^ respectively. Then G' must lie between (7/ and 
Cg'. Draw G^N-^ and Cg'i^Tg perpendiculars upon UK. 
Then the point of attachment of the load may lie any- 
where between N^ and N^. 

If it is required to place the load so that P may 
be as much less than P^ as Q is less than Q^, then G 
must be taken midway between G-^ and Og. Hence G' \ 
will be the middle point of G(G^, and N of N^N^, 

88. Ex.5. Three forces, represented hy RG\G'A\ A' B\ ^' 
acf a^ points A, By G respectively of a rigid hody, and , 
are in equilibrium. The line of action of the first ^ 
force meets BG in a; A' a' is drawn parallel to BG to • 
meet EG' in a\ Prove that a' divides BV in the same ^ 
ratio that a divides BG, j 

Since B'G\ G'A\ A'E represent forces in equilibrium^g \ 
acting at -4, fi, G respectively, therefore, by Art. 77 jy 
the lines through A\ E, G\ parallel to BG, GA, AB ' 
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respectively, are concurrent in some point 0. Thus, 
the straight lines through C and jB', parallel to ABy A G 
respectively, meet at a point on A'a\ 




Fig. 102. 



Fig. 102 a. 



Through B draw a straight line parallel to AC y to 
meet Aa in a. Then the figure BaaA is similar to 
the figure ORaV\ 

.'. a divides aA in the same ratio that a' divides RC\ 
But the lines BC, aA are similarly divided at a, 
.-. a' divides RC in the same ratio that a divides BC, 
89. Ex. 6. A rigid body is capable of turning freely 
in one plane about a jixced point H, and is acted upon 
by a given force, represented by AB a/nd ojcti/ag along 
a given straight lime ab. An unknown force X is 
applied at a given point K of the body. It is required 
to represent the different valueSy corresponding to differ- 
ent directions, of X consistent with equilibrium. 
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The force of coDBtraint at H may be of anj ^lue . 
and in any direction. 

Let the line HK be marked oc, and draw through 
H and K straight lines oa, ob respectively, to meet at 
any point chosen on the line ab. 




^Jhrough A and B draw straight lines parallel to ao, I. 
respectively, meeting in ; and through draw 0C( 
parallel to oc. , 

Then the different values of X are represented.' by « 
the different straight lines drawn from B to different,, 
points C in OC. 

The shortest of the lines BCwiU be the perpendicular n> 
from B on OC. Hence X is smallest when it ifl apjUiftdij*" 
in a direction perpendicular to UK. 

90. Ex. 7. A uniform thin rod HK, ofgivm V 
is capable of turnivg freely i 
the point H, which ia fixed. 
W, haiigs from the point K I 
string. Show how to j 
which muat he applied i 
order that the rod VAa^ \ 
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In the position of equilibrium, the string hangs with 
the mass vertically below K. Draw ABy BC vertically 
downwards to represent w and W respectively, and bisect 
AB in 0. Then AG represents the resultant of w and 
W, and AOy OB represent components into which this 
resultant can be resolved acting at H and K respectively. 

A. 


B 





Fig. 104. 



Fig. 104 a. 



Draw OD parallel to HK, to meet in K the straight 
ine drawn through C parallel to the given direction 
>f the applied force. Then, measuring CD, we have 
ihe magnitude of the applied force. 

91. Ex. 8. A heavy thin rod of given loeight, whose 
centre of gravity is in a given position, rests on two 
iven smooth inclined planes whose intersection is a 
\orizontal line, the rod lying in a vertical plane per- 
yendicular to this line of intersection. It is required 
Q find the direction of the rod, in the position of 
quilibrium, and the pressures on the planes, 
( Let the vertical plane containing the rod be the plane 
^f the paper, cutting the inclined planes in the lines 
JA, OB, 
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I, 
th 

wh 
ora 



At the outset we cannot indicate correctly the posit 
of the rod. Suppose that CD represents the rod in 
position of equilibrium, and let be its centre of grav 
Then the lengths CO, OB are known, but not the p< 
tions of C and D. 





The rod is in equilibrium under the influence of 
weight and of the reactions at G and D. The weigh 
equivalent to a single force acting vertically downwa 
through Oy and, as the planes are smooth, the reacti 
at C and D are perpendicular to OA and OB respectiv 

Draw HK vertically downwards to represent 
weight of the rod, and through H and K draw strai 
lines perpendicular to OB and OA respectively, to i 
in i. This can be done although we do not k 
the positions of G and D, Then measuring KL 
we have the pressures of the planes upon the ro 

Divide HK in g so that Hg:gK=GG: OR , 
the weight of the rod is equivalent to two forces 
sented by Hg, gK acting at D and G respectively 
placing the weight of the rod by these compone ^ 
see that the forces represented by LH and Hg, ac* 



\ 



\ 
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J), balance the forces represented by gK and KL, acting^ 

at (7. 

.*. grZ is parallel to CD, 

Hence, to determine the direction of the rod in the^ 
position of equilibrium, we find the points L and g as 
above; then the rod rests in a position parallel to gL^ 

(For a complete discussion of this problem, see^ 
Minchin's Statics.) 

EXAMPLES IX. 

1. A straight uniform thin rod AB of mass 12 pounds, capable- 
of turning freely in a vertical plane about a fixed point A, rests- 
in a horizontal position with its extremity B in contact with a^ 
Bmooth plane inclined at an angle of 30° to the horizon. Find 
t}ie actions at A and B. 

2. A uniform thin rod, 12 feet long and weighing 50 pounds, 
t capable of turning freely about its lower end A, and a point 

C of the rod, distant 10 feet from A, is connected by a horizontal 
fine string CD to a point i>, situated 8 feet vertically above A, 
Find the tension of the string and the reaction at ^. 

3. A straight thin rod AD^ of no appreciable weight and of 
length 3 feet, is capable of turning freely in a vertical plane 
about its lower extremity A, The point C of the rod, distant 
2 feet from A, is connected by a light inextensible string 1 foot 
6 inches long to a point jB, fixed 2 feet 6 inches vertically above 
A. At D is attached another fine string supporting a mass of 
100 pounds. Find the tension of the string. 

4. A straight thin rod AB, of no appreciable weight and of 
length 24 inches, is capable of turning freely in a vertical plane 
about the extremity J, which is fixed. A fine string, of length 
18 inches, has one end attached to a point (7 of the rod distant 
15 inches from A, and the other end to a fixed point />, situated 
20 inches vertically above A, A mass of 100 pounds is suspended 
from the point B, Find the tension of the string. 
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6. A uniform beam, 12 feet in length, has a fixed hinge at 
one end, and is supported by a fine light cord, 13 feet long, 
attached to the other end and to a fixed point situated 20 feet 
vertically above the hinge. Find the tension of the cord, assuming 
that the beam weighs 140 pounds. 

6. A uniform straight rod AOB^ of mass 30 pounds, is capable 
of turning freely about a hinge at 0, — a point dividing AB in 
the ratio 1 : 3. The rod rests with its lower end B in contact 
with a smooth inclined plane. If rod and plane are each inclined 
at an angle of 30° to the horizon, and the line of greatest slope 
of the plane through B is in the same vertical plane as the rod, 
find the pressure at B and the reaction of the hinge. 

7. A straight rod AOB, of no appreciable weight, is capable of 
turning freely in a vertical plane about a fixed point 0, such 
that -40=2.05. A mass of 10 pounds is suspended from B, 
and the rod is supported in a horizontal position by a fine string 
AC^ connecting A with a point C situated vertically below 0. 
If the string makes an angle of 30° with the horizon, find its 
tension and the action at 0. 

8. A uniform straight rod AB, of weight W, rests in an inclined 
position with the end B against a smooth vertical wall, and the 
end A is fixed in position by a smooth hinge. If the height 
of B above A is to the horizontal distance between B and A as 
3 : 8, express the forces which keep the rod at rest in terms 
of W, 

9. A uniform horizontal beam AB^ of length 12 feet and 
weighing 100 pounds, is placed with the end A against a rough 
vertical wall AD^ and is supported by a fine string (7Z), of length 
10 feet, connecting the point C of the beam, distant 8 feet from 
A, with a point D in the wall, situated vertically above A. Find 
the tension of the string, and the resistance of the wall. If the 
beam is just on the point of slipping, determine the coefficient 
of friction between the beam and the wall. 

10. A uniform rod AB, of length 2 feet and weighing 55 ounces, 
rests with its lower end A in contact with a smooth vertical wall, 
being inclined to the wall at an angle of 40°. It is supported 
by a fine string connecting the point C of the rod, distant 8 inches 
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from Af with a point D in the wall, situated vertically above A. 
Find the length of the string and its tension. 

11. A fine rod BO, of no appreciable weight and of length 
2 feet 6 inches, is capable of turning freely about the extremity 
B, which is fixed. A load of 150 pounds is applied at C, and 
the rod BC is supported in a horizontal position by means of 
another fine light rod DE, of length 1 foot 10 inches, smoothly 
hinged at B to the rod BC and at i> to a fixed point vertically 
below B. If BB is of length 1 foot 6 inches, find the action 
at B and the thrust in DB. 

12. A rod ACBf weighing 25 ounces, rests upon a smooth peg 
(7, and its end A is attached to a fixed point 0, in the same 
horizontal line with (7, by means of a fine string OA, If 
OA = OC = 1 foot, and the rod rests at an angle of 25° to 0(7, 
determine the position of the centre of gravity of the rod, and 
the magnitudes of the tension of the string and the pressure 
between the rod and the peg. 

13. A square lamina ABCD, of uniform density and weighing 
4 pounds, can turn in a vertical plane about a hinge at A. Find 
the force which, acting along BC, will keep the lamina in a posi- 
tion with this side horizontal and below AD ; find also the magni- 
tude and direction of the hinge action at A. 

14. A uniform square lamina ABCD is capable of turning in 
a vertical plane about a smooth hinge A, It is kept in equili- 
brium with AB inclined to the horizon at an angle of 30°, measured 
downwards, by a horizontal force of 2 pounds' weight applied at 
B, Find the mass of the lamina. 

15. A uniform square lamina ABCD, of mass 4 pounds, is 
capable of turning freely about the point A, which is fixed ; a 
fine string, of length equal to a side of the square, connects B 
with a point E, situated in a horizontal line with A, Find the 
tension of the string, the angle BAE being 20°. 

16. A rectangular box, containing a uniform spherical ball of 
weight W, stands on a horizontal table, and is tilted about one 
of its lower edges through an angle of 30°. Find the pressures 
between the ball and the box. 
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17. A heavy uniform sphere, of weight IF, rests on a smooth 
plane inclined at an angle of 60° to the horizon. It is supported 
by a fine string of length equal to the radius of the sphere, 
connecting a point in the surface of the sphere with a point in 
the surface of the plane. Find the tension of the string in the 
position of equilibrium, and the pressure between the sphere and 
the plane. 

18. A uniform spherical ball, whose radius is 1 foot and mass 
S pounds, is fastened by a fine string, 8 inches long, attached 
to its surface and to a smooth vertical wall. Find the pressure 
on the wall and the tension of the string. 

19. A smooth uniform sphere, of mass 60 pounds and diameter 
10 inches, is supported in contact with a smooth vertical wall 
by a fine string, 8 inches long, fastened to a point on its surface, 
the other end being attached to a point in the wall. Find the 
tension of the string. 

20. A homogeneous solid sphere, of diameter 10 inches and 
weighing 30 pounds, rests upon a smooth inclined plane, whose 
height is ^ of its length, being supported by a fine string, 8 inches 
long, connecting a point in the surface of the sphere with a point 
on the plane. Find the tension of the string, and the pressure 
between the sphere and the plane, in the position of equilibrium. 

21. A smooth uniform sphere, of mass 52 pounds and radius 
10 inches, rests on a smooth inclined plane, whose height is ^ 
of its length, against a smooth horizontal rail fixed parallel to 
the plane. If the pressure between the sphere and the plane 
is 33 pounds' weight, find the distance of the rail from the plane 
and the pressure between the sphere and the rail. 

22. A triangular lamina ABO, of inappreciable weight, rests 
in a vertical plane with the middle points of the sides AB, AC 
in contact with two smooth pegs, the line joining them being 
horizontal and parallel to the base BC, Determine the point in 
BC where a mass of weight W may be placed without disturbing 
the equilibrium ; and, if AB, AC, and BC be 4, 5, and 6 feet 
respectively, find the pressures on the pegs in terms of W, 
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23. A rigid framework, of no appreciable weight, in the shape 
of an equilateral triangle ABC, rests in a vertical plane with 
BC horizontal and uppermost. It is supported in this position 
by a fine string DG, parallel to AB, attached at Z>, the middle 
point of BCy and rests against a small smooth peg at F, the 
middle point of AB. Determine from what point of the boundary 
of the framework a mass of 10 pounds may be suspended, and 
find the tension of the string and the pressure at F when the 
mass is attached. 

24. A uniform beam AB, of mass 20 pounds and length 13 
inches, is capable of turning freely about a fixed point A ; to 
the other end B is attached a fine string, which passes over a 
small smooth pulley (7, situated 2 feet in a horizontal line from A, 
Find what mass must be attached to the other end of the string, 
in order that, in the position of equilibrium, the beam and the 
string may be equally inclined to the horizontal. Find also the 
action at the hinge. 

25. A lamina, in the shape of a regular hexagon ABCDEF, 
lies on a smooth horizontal table. It is in equilibrium under 
the action of three forces ; namely, a force of 20 pounds' weight 
acting at A in the direction EA, a force of unknown magnitude 
acting at F in direction BF, and a force unknown both in magni- 
tude and direction acting at C. Determine the magnitudes of 
the unknown forces. 

26. In example 8, Art. 91, the planes AO and OB are inclined 
at angles of 60** and 30° respectively to the horizontal. The point 
O divides CD in the ratio 3 : 1. Find the direction of the rod in 
the position of equilibrium. 

27. OACB is a horizontal straight line. C is the centre of a 
fixed vertical circular disk ADB, A unifoim rod OD, of length 
equal to the radius of the circle and weighing 2 pounds, is freely 
hinged at one extremity to a fixed point 0, and its other extremity 
D rests against the smooth rim of the circle. If the rod makes 
an angle of 30° with OB, find all the forces which act upon it. 

28. A smooth rod BC is passed through a small ring and placed 
upon a horizontal plane, with its ends attached to a fixed point 
A in the plane by two fine strings AB, AC^ -wb-vcV^ ^^xfc 'vKs^ja^.- 
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A horizontal force being applied to the ring, find its direction^ 
and also the position of the ring on the rod, in order that equili- 
brium may not be disturbed, the lengths of BC, CA, AB being 
25, 20, and 15 inches respectively. 

# 

29. A smooth thin wire APB, in the form of a semicircle of 
radius 15 inches, is placed upon a smooth horizontal table with 
its ends attached to a fixed point by means of fine strings 
AOj BO, which are tight. A small ring F is threaded on the 
wire, and a horizontal force is applied to the ring ; find its direc- 
tion, and also the position of the ring on the wire, in order that 
equilibriimi may not be disturbed, the lengths of AO, OB being 
24 and 18 inches respectively. 

30. A straight piece of stiff wire ABy 13 inches long and of no 
appreciable weight, is capable of turning freely in a vertical 
plane about one extremity A, A small smooth ring, of no appreci- 
able weight, is threaded on the wire and connected by a fine 
string, 12 inches long, to a point fixed 13 inches vertically above 
A. A mass of 6^ pounds is hung from B, Find the tension of 
the string, and the action at the hinge, in the position of equili- 
brium. 

31. A uniform rod, of weight W, is supported by a fine string 
fastened to its ends, of double its own length, which passes over 
a smooth horizontal rail. Find the tension of the string, first, 
when the rod is hanging at rest in a vertical position, and secondly, 
when the rod is at rest in a horizontal position. 

32. A straight thin rod AB, of length 1 foot and of no appreci- 
able weight, is supported in a horizontal position upon two pegs 
situated at its extremities. If the peg at A cannot sustain a 
load greater than 27 pounds, and the peg at B cannot sustain 
a load greater than 24 pounds, find between what points of the 
rod a load of 36 pounds may be placed. 

33. In the preceding example, find where the load must be 
placed in order that the pressure at A may be 21 pounds' weight. 

34. A uniform rod, 2 feet long and weighing 3 pounds, lies 
on a horizontal plane ; find the least force which, applied 5 inches 
from one end, will raise that end above the plane. 
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35. A horizontal bar AB, 7 feet long, is supported at its ex- 
tremities, and a man of 150 pounds' weight hangs from it by his 
hands, one being 1 foot from A, the other 3 feet from B, Find 
the pressures on the supports due to the weight of the man. 

36. A heavy pole, weighing 140 pounds, is carried on the 
shoulders of two men, one at each end ; the centre of gravity 
of the pole being 2 feet from one end and 5 feet from the other, 
find the load supported by each man. 

Also, find what would be the effect of placing each man one foot 
nearer to the centre of gravity of the pole. 

37. Two levers AOB, GOD, of inappreciable weight, whose 
lengths are 8 and 9 inches respectively, are freely jointed together 
at 0, four inches from B and D, If A and C are connected by a fine 
light string 3 inches long, and B and D are pulled apart by forces 
each equal to 10 pounds' weight in the straight line BD, find 
the tension of the string. 

38. Two levers OA, OB, of inappreciable weight and of lengths 
3 and 4 feet respectively, can turn freely in a vertical plane about 
a common fulcrum 0, and their middle points are connected by 
a fine string whose length is 2^ feet. Find the least force which, 
applied at A, will keep OB horizontal when a mass of 12 pounds 
is suspended from B, Find also the tension of the string. 

39. A uniform thin rod AB, which can turn freely in a vertical 
plane about a hinge at A, is kept in a horizontal position by a 
string BC attached to a fixed point C in the vertical plane, the 
angle ABC being obtuse. Show in a diagram the forces acting 
on the rod, and prove that two of them are equal. 

40. If a heavy body is partly supported by a string and partly 
by a smooth horizontal plane, prove that the string must be 
vertical. 

41. Three forces P, Q, R, in equilibrium, act at points A, B, 
respectively of a rigid body. The lines of action of two of the 
forces meet at 0, and the circle described through the points B, C, 
meets AO again in A\ Prove that F:Q: R=BG : GA' : A'B, 

42. Three forces P, Q, R, in equilibrium, act at points A, B, G 
respectively of a rigid body. Prove that if two of tha l^s^^'sae* 

D.S. L 
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intersect at any point on the circle which circumscribes tlie 
triangle ABC, then P \q\R-^BG \CA\ AB, 

43. Three forces act at points A, B, C oi sl rigid body, and 
are respectively proportional to BC, GA, AB. Prove that, if the 
forces are in equilibrium, their lines of action must intersect 
either at the orthocentre of the triangle ABC, or at a point 
on the circle which circumscribes the triangle. 

44. Three forces, whose magnitudes are in a given ratio, act 
at points A, B, C respectively of a rigid body. Show how to 
determine the lines of action of the forces, in order that they 
may be in equilibrium. Show that there are in general two 
solutions. 

45. If, in the preceding example, 0^ and 0^ are the two posi- 
tions of the point at which the lines of action of the three forces 
intersect, prove that each side of the triangle ABC subtends at 
Oi the same angle that it subtends at 0<^ 

46. Two forces Q and R, acting in the lines OB, OC respectively, 
are in equilibrium with a third force, acting through A. Prove 
that, if Q :R=CA : AB, then, either is a point on the circle 
which circumscribes the triangle ABC, or, if BO and CO meet 
that circle in 0^ and O2 respectively, the arc O1O2 is bisected at A . 

47. A given force, acting along a given straight line Aa, is 
in equilibrium with two unknown forces acting through given 
points B and C respectively. If Aa is perpendicular to BC, prove 
that the difference between the squares of the measures of the 
unknown forces is constant. 

48. B, A, C are three given points situated in a straight line. 
A force of given magnitude, acting through J in a given direc- 
tion, is in equilibrium with two unknown forces, whose magnitudes 
are in a given ratio, acting through B and C respectively. Show 
how to determine the magnitudes and directions of the unknown 
forces, and prove that there are in general two solutions. 

49. In the preceding example, prove that if the forces through 
B and C are proportional to CA, AB respectively, then, either all 
the forces are parallel, or the forces through B and C are equally 
inclined to BC. 
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50. A rigid body, capable of turning freely about a fixed point 
^, is kept in equilibrium by two forces P and Q represented by 
BC^ CA respectively. A straight line through c meets the lines of 
Action of P and Q in a and h respectively ; and a straight line 
through A parallel to he meets BC in A'. Prove that A' divides BC 
in the same ratio that a divides he. In particular, if eah is drawn 
making equal angles with P and §, prove that ea:eb — Q:P. 
Hence prove that the perpendiculars from e on the lines of action 
of P and Q are proportional to Q and P respectively. 

51. Three forces in equilibrium act along lines which bisect 
at right angles the sides of a triangle. Prove that the forces 
must act all outwards or all inwards, and that their magnitudes 
are proportional to the sides to which they are respectively 
perpendicular. 



CHAPTER X. 



RESULTANT OF ANY SYSTEM OF COPLANAR 

FORCES. 

92. To find the resultant of any given system of 
forces acting upon a rigid body in one plane. 





Fig. 106. 

First Method. 

Let it be required to find the resultant of forces 
P, Q, i?, Sy T, acting along the given lines indicated 
in the diagram on the left. 

Draw straight lines AB, BG, CD, DE, EF, to repre- 
sent the forces P, Q, i2, S, T respectively in direction 
and magnitude. This takes us from A to F. We shall 
show that AF represents the resultant in direction and 
magnitude, and that its line of action may also be found. 
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Let the lines of action of P, Q, R, S, T be now 
marked ah, he, cd, de, e/ respectively, as in the figure. 
Join AG, AD, AE, AK 

The resultant of P and Q is represented by AG, and 
acts through the point of intersection of ah and he ; hence 
draw a straight line ac through this point parallel to 
AG. Let P and Q be replaced by their resultant, which 
we can combine with R. We get as the resultant of 
these two forces a force represented by AD, passing 
through the point of intersection of ac and ed. Hence 
P, Q, R are together equivalent to a force represented 
by AD, and acting along a line ad, which we can draw 
through the point of intersection of ae and ed parallel 
to AD. 

Proceeding in the same way as before, we see that 
the forces P, Q, R, S may be replaced by a force repre- 
sented by AJS, and acting along a line ae, which we 
can draw through the point of intersection of ad and 
de parallel to AE. And, finally, the forces P, Q, R, S, T 
are equivalent to a force represented by AF, and acting 
along a line of, which we can draw through the inter- 
section of ae and ef parallel to AF. 

This determines the magnitude, direction, and position 
of the resultant of the system. 

93. In order that the system may be in equilibrium, it 
will be necessary and sufficient that the force T should 
be equal and opposite to, and act along the s^/me straight 
line as, the resultant of P, Q, R, S. For this to be 
the case, F must coincide with A, and the two straight 
lines ae and fe must form one continuous straight line. 
That is, F must coincide with A, and the straight line 
ad, obtained by the above process, must pass* tfcxss^*^ 
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the intei-Hcctioii of de and ef. Thus, for equilibrium, in 
conntructin^ the force diagram, the end of the line repre- 
senting the last force must coincide with the beginning 
of the line representing the first force (this is expressed 
by saying the force polygon closes), and in drawing 
the dotted lines of the space diagram, we start with 
the point of intersection of the first two lines of action, 
and end with the point of intersection of the last 
two. 

94. The method of Art. 92 may be still more abbrevi- 
ated in simple cases, as, for instance, in the following : 

It is required to find the resultant of four given 
forces, P, y, Rj S, acting along the given lines indicated 
in fhf spare diagvam. 





Fk;. 107. 



Fig. 107 rt. 



"^ Draw stniiglit linos AB, BO, CD, DE, to represent 

^10 foix^os P, Q, li, S respectively in magnitude and 

irection. Let the lines of action of P, Q, R, S be now 

.larked id), Ih\ cd, de respectively, as in the figure. Join 

4 0, A A\ CK. Thn)ugh the intei^section of ab and be draw 

^c parallel to AC: and thix)ugh the intei-section of cd and 

de tlraw ce parallel to CK Then we shall show that 

the straight line ae, drawn thixnigh the intei-section of 

(10 and ce parallel to AE, is the line of action of the 
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resultant, and that AE represents the resultant in 
magnitude and direction. 

For, the forces P and Q are equivalent to a force repre- 
sented hy AG acting along ac ; also, the forces R and S 
are equivalent to a force represented by GE acting along 
ce ; and, if P, Q, i2, S be replaced by these two forces, 
they in turn may be 'replaced by a force represented 
by AE, and acting along ae. 

For the system to be in equilibrium, it is necessary 
and sufficient that A and E should coincide, and that 
the lines ac, ce should form one continuous straight line. 

Thus, for equilibrium, the force diagram must be a 
closed quadrilateral, and a diagonal of the quadrilateral 
must be parallel to the line joining the intersection of 
one pair of lines of action with the intersection of the 
other pair. 

95. Second Method. 

Let it be required to find the resultant of forces 
P, Q, jB, S, T, acting along the given lines indicated in 
Fig. 108. 

As before, draw straight lines AB, BG, GD, DE, EF, 
to represent the forces P, Q, R, 8, T respectively in 
magnitude and direction, and let the lines of action of 
P, Q, R, S, T be now marked ab, he, cd, de, ef respectively. 

Take any point in the force diagram, and join it 
to the ppints A, B, G, D, E, F. 

From any point p in ab draw straight lines oa, oh 
parallel to OA, OB respectively. The force P may be 
replaced by two forces represented by AO, OB acting 
along the lines ao, ob respectively. 

From the point of intersection of ob and be draw oo 
parallel to OG. Then the force Q may be replaced b^ 
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two forces represented by BO, 00 acting along ho, oc 
respectively. 

Let the forces P and Q be replaced by these pairs of 
components; then we may remove the two forces re- 
presented by OB and BO, which act in opposite directions 
along the line oh. Thus the forces P and Q are equi- 
valent to forces represented by* AO, 00 acting along 
ao, oc respectively. 




dL.^'' \ V' 





Fig. 108 a. 

From the point of intersection of oc and cd draw od 
parallel to OD, Then the force R may be replaced by 
two forces represented by GO, OD acting along co, od 
respectively. So, removing the two equal forces which 
act in opposite directions along the line oc, we see 
that the forces P, Q, R are equivalent to forces repre- 
sented by AO, OD acting along ao, od respectively. 

Carrying on the process, we draw through the inter- 
section of od and de a straight line oe parallel to OE ; and 
through the intersection of oe and ef a straight line of 
parallel to OF, Then we see that the forces P, Q, R, 
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S, T are equivalent to two forces represented by -40, OF 
acting along ao, of respectively. 

Hence the resultant of the system is a force repre- 
sented by AF, and acts along a straight line af drawn 
through the intersection of oa and of parallel to AF. 

96. The broken line ABGDEF is called a force poly- 
gon, and is said to close when the final point F coincides 
with the initial point A, 

The polygon formed by the lines oa, oh, oc, od, oe, of 
is called a funicular polygon, and is said to close when 
the lines oa, of are in one and the same straight line. 

The point is called the pole of the force polygon. 
The lines drawn from to the angular points of the 
force polygon are called rays. The sides of the funi- 
cular polygon are called strings. 

It should be noticed that the two. strings which 
intersect in the line of action of any force are parallel 
to the two rays drawn to the extremities of the line 
representing that force, and the string which connects 
the lines of action of two forces is parallel to the ray 
drawn to the common extremity of the lines representing 
those forces. 

97. In order that the system may be in equilibrium, it 
will be necessary and sufficient that the two forces 
represented by AO, OF, and acting along the lines ao, 
of respectively, should be equal and opposite, and act 
along the same straight line. For this to be the case, 
F must coincide with A, and of oa must be in one and 
the same straight line. Thus, for equilibrium, a force 
polygon must close, and a funicular polygon corre- 
sponding to it must also close. 

If the force polygon closes, but not the funicula.^ 
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polygon, the lines oa, of become parallel, and in this 
case the system reduces to a couple. 

98. Of the two methods given above, the second is the 
more general and includes the first; for, if we take 
the pole to coincide with A, and take the first vertex 
of the funicular polygon to coincide with the point of 
intersection of the lines of action of P and Q, the con- 
struction coincides with that given in the first method. 

In simple cases the first method may be more suitable 
than the second, but it is liable to fail through the 
intersections of lines falling at inconvenient distances. 
In the second method the pole can generally be so 
chosen that none of the rays make very acute angles 
with the corresponding forces. 

99. In the case of parallel forces, the first method 
fails altogether, but the second method does not. 
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We append the figures for finding the resultant of 
the five parallel forces P, Q, R, S, T, using the same 
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letters as above. The forces S and T are taken to be 
in the opposite direction to the other three. 

The force polygon for a system of parallel forces 
reduces to a straight line, which is often called the 
line of loads, 

100. Some Oeometrical Properties of the Funicular 
Polygon. 

Referring to Art. 95, we showed that the forces 
P, Q, R are equivalent to forces represented by AO, 
OD acting along ao, od respectively. 

.*. the point of intersection of ao, od lies on the line 
of action of the resultant of P, Q, R, which is parallel 
to AR 

Now, in constructing the funicular polygon, we took 
in any arbitrary position in the force diagram, and 
the point p was taken in any arbitrary position on the 
line ab. If we vary the position of p without altering 
the position of 0, we get a new funicular polygon, 
having its sides parallel to the corresponding sides of 
the old funicular polygon. If we vary the position 
of 0, we get a funicular polygon with its sides no 
longer parallel to their former directions. But, what- 
ever alterations we make in these respects, the lines 
oa, od always intersect on a fixed straight line parallel 
to Al), Thus, 

// different funicular polygons be constructed for 
the same system of forces corresponding to the same 
force polygon, the locus of the intersection of any two 
strings is a straight line parallel to the line joining 
the extremities of the corresponding rays. 
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101. Again, suppose two funicular polygons are eon 
structed, one corresponding to a pole 0, and the othe 
to a pole 0\ 




Fig. 110. 



Fig. 110 a. 



Let oa, da meet in a, and oh, o'h in /3. We shal 
show that a^ is parallel to 00\ 

Suppose that forces represented by AO, OB, B0\ O'l 
were to act along the lines oa, oh, o'h, o'a respectivel;y 
They would be in equilibrium; for the first two force 
are equivalent to a force represented by AB actin| 
along ah, and the other two to a force represented b; 
BA acting along the same straight line. 

.'. forces represented by OB, B0\ acting along oh, d 
respectively, are in equilibrium with forces represente* 
by O'A, AO acting along da, oa respectively. The firs 
two of these forces are equivalent to a force represente( 
by OOf acting through j8, and the other two to a fore 
represented by O'O acting through a. 

.'.a force represented by 00' acting through ^ i 
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in equilibrium with an equal and opposite force acting^ 
through a. 

.*. aj8 is parallel to 00\ 

In the same way, if oc and o'c meet at y, we can 
show that j8y is parallel to 00\ 

.'. the points a, ^, y lie on a straight line parallel 
to 00\ 

Proceeding in this way, we see that 

Each pair of corresponding sides of any two funi- 
cular polygons of a given system of forces intersect on 
a straight line, which is parallel to that joining the 
poles of the two funicular polygons, 

102. Ex. Three forces P, Q, R act along three fixed 
%ne8 AB, BC, CD respectively. Prove that, if P, Q, It 
have any values subject to the relation Q = m, P+n, R, 
where m and n are any given numbers or fractions, 
then the line of action of the resultant of the three 
forces passes through a fixed point. 






X h X c 

Fig. 111. Fig. Ill a. 

Let ab, be, cd be drawn parallel to AB, BG, CD 
respectively, representing P, Q, R respectively. Since 
Q = m , P+n , R, we can find a point x in be such that 
bx = m,ab and xc = n,cd. 

Through B and G draw straight lines parallel tic^ ^sj^^ 
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and dx respectively, to meet in X. Then we shall show 
that X is a fixed point on the line of action of the 
resultant of the forces P, Q, B. 

The force Q may be replaced by forces m . P and n . R, 
acting along BC at points B and G respectively. The 
resultant of P and mP at B is represented by ax^ and 
therefore acts along BX; the resultant of nR and R 
at C is represented by oodj and therefore acts along XC. 
Hence X is a point in the line of action of the resultant. 

Now since ab and bx are drawn in fixed directions, and 
such that a6 : 6aj = 1 : m, therefore the straight line ax 
is in a fixed direction. Therefore BX is a fixed straight 
line. Similarly OX is a fixed straight line. 

.*. the point X is the intersection of two fixed straight 
lines, and is therefore a fixed point. 

Thus the line of action of the resultant of P, Q, H 
passes through the fixed point X. 





Fig. 112 a. 



The case in which the points a, aj, d are coUinear ii 
interesting. The lines BX, OX are then parallel, an( 
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there is no point X at a finite distance. Under these 
circumstances the resultant of the three forces is in a 
fixed direction. 



EXAMPLES X. 

1. Forces of 2, 1, 3 pounds' weight respectively act along the 
sides of an equilateral triangle, taken one way round. Determine 
the magnitude, direction, and line of action of their resultant. 

2. The sides BC, GA, AB of the triangle ABC are of lengths 
U4, 15, 13 inches respectively. Forces of magnitudes 16, 60, 62 
Coounds' weight act along the lines BC, CA, BA respectively. Find 
2 -he magnitude, direction, and line of action of their resultant. 

S. Forces of 1, 2, 4, 4 pounds' weight act along the sides AB, 
5(7, CD, DA respectively of a square. Find the magnitude and 
direction, and the point of application in the line BC, of the force 
,ivhich would balance the system. '^ 

4. ABCD is a square, each side of wliich is 1 foot \\i length. 

^ is a point luAB distant 3 inches from A,F\^ in DA produced 14 

'inches from A, and G is in CB produced 9 inches from B, Find the 

/magnitude, direction, and line of action of the resultant of the 

I following system of forces : — 45 pounds' weight along AB, 66 
pounds' weight along AD, 35 pounds' weight along CE, and 65 
pounds' weight along FG, 

5. ABCDEF is a regular hexagon. Forces of 5, 3, 5, 3 pounds' 
weight respectively act along the straight lines AB, BC, CD, DE, 
Find the magnitude, direction, and position of the resultant. 

6. Take any five forces, assigning their magnitudes, directions, 
and lines of action, and determine the magnitude and direction 
of their resultant by constructing a force polygon. Determine the 
line of action of the resultant by constructing a funicular polygon 
corresponding to an arbitrarily chosen pole 0. 

Draw another funicular polygon corresponding to the same pole 
0, and a third funicular polygon corresponding to a different pole 
\ 0', and see that each funicular polygon gives the same line of 
[ action of the resultant. 
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Construct another force polygon by taking the forces in i 
different order, and, taking any pole, construct a funicular polygoi 
corresponding to this, and see that the same result is obtainec 
as before. 

7. Four forces act along, and are represented by, AB^ BC, DC. 
AD; show that their resultant is represented by 2 AC, and acts 
through the middle point of BD. 

8. Four forces act along, and are represented by, AB, OB, CD, 
AD ; show that their resultant acts along, and is represented by, 
4EF, where E and J^are the middle points of AC, BD respectively. 

9. Three forces P, §, R, such that F=Q-\-Ii, act along the sides, 
BC, AC, BA of a triangle ABC ; prove that the line of action of 
their resultant passes through the centre of the circle inscribecl 
to the triangle. ■ 

10. Three forces act along the sides of a triangle, taken one 
way round. If one of the forces is equal to the sum of the othej 
two, prove that the line of action of their resultant passes througl! 
the centre of one of the circles escribed to the triangle. 

11. Three forces P, X, Fact along the sides BC, CA, BA o^ 
a given triangle ABC If P is given, while X and Y have any\ 
values subject to the condition that X-\-n.Y va constant, wherei 
n is any given number or fraction, prove that the line of action- 
of the resultant of the three forces passes through a fixed point.' 

12. Three forces act along, and are represented by, AB, BC, . 
CD ; prove the following method for determining their resultant : f\ 
Take any point x in BC, and let straight lines through B and C, ^ 
parallel to Ax, Dx respectively, meet in X\ then the resultant ] 
acts through X, and is represented hy AD. I 

13. A, B, C, D are four fixed points ; any point x is taken in BC, i 
and straight lines through B and C, parallel to Ax, Dx respectively, 
meet in X. Prove, by a statical method, that as x moves along . 
BC, the point X traces out a straight line parallel to AD. 



CHAPTEK XL 

EQUILIBRIUM OF FOUR FORCES HAVING KNOWN 
<i LINES OF ACTION IN ONE PLANE. 

jt 103. Before considering examples on the general case 

^f the equilibrium of coplanar forces, we will consider 

^»he equilibrium of four forces having known lines of 

action situated in one plane. This we can do, in general, 

without drawing a funicular polygon. 

\ Four forces in one plane are in equilibrium, and 

■the lines of action of all are given. One of the forces 

Hs fully known ; it is required to determine the other 

three. 




.ft. 




Fig. 113. 




Let P be the measure of the given force acting 
along the given line indicated. Take AB in the di\:e.<i.- 
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j tion of this force and make it P units of length. We 

now mark the line of action of the given force with 
the letters ah. 

Find the point in which ah intersects one of the other 
three given lines, and let this line be denoted by be. 
We then mark the remaining two lines cd, da. 

Join the point of intersection of ah and he to the point 
of intersection of cd and da ; and let the line so drawn 
be called ac. J 

Let X, F, Z, at present imknown, be the measuresj 
of the forces acting along 6c, cd^ da respectively. Thtj 
resultant of P and X has to balance the resultant ori 
Y and Z, Hence these two resultants must be equal 
and act in opposite directions along the same straighll 
line. Thus OjC must be the line of action of the resultani 
of the pair P and X, and also of the resultant of tbf 
pair Y and Z. "" 

Hence, if BG represents the force X, then AC must be! 
parallel to cw. So, drawing BG parallel to he to meet 
in C the straight line drawn through A parallel to ac 
and measuring BG, we have X. Also AG represents 
the resultant of P and X, and therefore GA represent^ 
the resultant of Y and Z. 
< Hence, to find Y and Z, we have merely to dra^ 

' straight lines through G and A parallel to ccZ, da re 

spectively and meeting in Z); then, measuring CD anc 
DAy we have Y and Z respectively. 

If the four given lines are concurrent, the solution 
is indeterminate. In this case the extremities of the 
line ac coincide, and the line AG may be drawn in any 
direction. 

If the three lines 6c, cd, da meet in a point whic' 
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is not situated in the line of action of P, the problem 
is impossible of solution. In this case ac is in the same 
straight line with 6c, and the line BO does not meet 
the line AC. 

If two of the three given lines intersect on the line 
of action of P, the force along the third line vanishes. 
For instance, if a6, 6c, cd are concurrent, ac is in the 
same straight line with cd, and D coincides with A, 

104. If the lines cd, da do not meet at an accessible 

^iK)int, we can still draw the straight line ac by making 

^-se of the following construction: 

? To draw through a given point P a straight line 

awards the inaccessible point of intersection of two 

,}iven straight lines AA\ BR. 
\ 



k 




Draw straight lines PA, PB to points A and B, 
tuated one in each of the given straight lines, and 
•in AB. Draw a straight line parallel to AB inter- 
dicting the given straight lines in A' and B' respectively. 

Draw A'F, FP' parallel to AP, BP respectively, to 

eet in F. Then PP' is the straight line required. 

The student of elementary geometry will have no 
^ Sculty in proving the accuracy oi t\v\^ ^cyc^^\?cv\ri^^^- 
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105. The foregoing construction enables us to appl 
the method of Art. 103 to the case in which ab, be mee 
at an accessible point, and cd, da at an inaccessibl 
point; but the method apparently breaks down whe 
cd and da are parallel. 



d 



^ c 

Fig. 115. Fig. 115 a. 

The difficulty, however, is easily overcome. We ca 
draw the line AC parallel to either of the lines cd, di 
thus determining the point G. Then, to finish tli 
problem, we have merely to resolve a force representc, 
by CA into two parallel components acting along tl: 
lines cdj da. This can be done by any one of tl: 
three methods considered in Art. 72. 

106. If the line of action of the given force does nc 
meet any one of the other three lines in an accessib 
point, we may proceed as follows: 

As before, take AB to represent the given force, an 
let ab denote its line of action. The three unknow 
forces will be represented by BC, CD, DA, where tl 
points C and D are to be found. Let their lines ( 
action be therefore marked be, cd, da. 

The two forces along cd, da are equivalent to a fore 
which will be represented by CA, and which acts throug 
the point of intersection of cd and da, along a straight lir 
which would be marked ca. It will not be necessar 
to draw the straight line ca, but we may refer to it. 
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Draw any straight line ob intersecting the lines ab 
.and be. From the point of intersection of ob and ab 
draw oa, and from the point of intersection of ob and 
be draw oc, both to the point of intersection of ad 
and cd (that is, to a point in ca); this can be done 
even if ad and cd do not intersect at an accessible point. 
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Fig. 116. 



Fig. 116 a. 



•I Draw AO, BO parallel to oa, ob respectively, to meet 

y.in 0. Draw 0(7, BG parallel to oc, be respectively, to 

^meet in (7. Then, if (7 be joined to A, BC and GA 

represent two forces, which, acting along be and ea 

respectively, would be in equilibrium with P. 

Draw. (71), AD parallel to ed, ad respectively, to meet 
n Z). Then GD, DA represent two forces, which, acting 
ilong ed, da respectively, would be equivalent to the 
force represented by GA acting along ea, 
, Hence, measuring 5(7, (71), DA, we have the three 
forces required. 

If the three lines be, ed, da are parallel to one another 
but not to the direction of P, the problem is impossible 
)i solution. In this case oe is in the same straight line 
alvith bCy and the line BG does not meet the line 0(7. 
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If two of the three giv^ lines are each parallel to ll 
the line of action of P, the force along the third line i 
vanishes. For instance, if ah, he, cd are parallel, is a; t 
point in AB, and D coincides with A. j f' 

If all four lines are parallel, the solution is indeter-l - 
minate. This case will he considered in the next chapter-j^S^ 

107, To resolve a given force into three component ^g 
along given liiiea of action situated in one plane. g;^ 

If we suppose the given force to be reversed in dir ' 

tion, it will form , a system in equilibrium with t 
three components required. Hence this problem redo'' ' 
to the preceding, t 

108. Ex. 1. A triangtdar lami/na ABC, of no appred- 




HAVING KNOWN LINES OF ACTION. 



183 



le weight, whose sides BG, CA, AB are respectively 
I, 24, and 30 inches i/n length, is placed in a vertical 




Fig. 117 o. 



ane with BO, GA resting v/pon two fixed smooth pegs 
and E, situated 20 inches apart in the same horizonktl 
yie. If masses, each of weight W, are srispended from 
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A and B, and the triangle is kept with AB horizontal 
by means of a fine light string connecting G with the 
peg D, find the tension of the string and the pressures 
on the pegs. 

The space diagram is easily constructed to scale. 

Consider the forces acting on the lamina. The twoi 
equal forces TT, acting vertically downwards at A anc ; 
B, can be replaced by a single force 2Tr, acting verti-| 
cally downwards through the middle point of AB, alon 
a line which we draw and mark hk. 

Choosing any suitable length to represent TT, we draWl 
HK vertically downwards of length to represent 2 TF. Jj 

Let P and Q be the pressures of the pegs D and ir- 
respectively upon the lamina ; these are perpendicula 
to GB, CA respectively. Let T be the tension of th 
string GD. W 

The four forces 2Tr, Q, P, T, acting on the lamina 
are in equilibrium. We see that the lines of action o 
the first two of these forces meet in an accessible pointy 
and the other two act through D. Hence, marking th 
lines of action of Q, T, P with the letters kl, Im, mi 
respectively, we draw the straight line hZ, connecting 
with the point of intersection of hk and kl. 

Draw straight lines HL, KL parallel to hi, kl respec 
tively, thus obtaining the point Z. Draw straight liner 
LM, HM parallel to im, hm respectively, and we hav 
the point M, 

Then KL, LM, MH represent Q, T, P respectively, 
On measuring these lines we find that 

Q=(1-43)F, 

r=( a8)Tr, 

P = (l-20)Tr. 
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--"•^ 109. Ex. 2. Four f 01X68 in equUibrium act in the lines 
AB, BG, CD, DA. From any point A' in BD, or BD 
prodibced either way, a straight line is drawn parallel 
to AB to meet AC in B' ; from E a straight line is 
drawn parallel to BC to meet BD in C ; from C a 
straight line is drawn parallel to CD to meet AC in 
D' ; and the straight line joining D\ A' is drawn. 
It is required to prove that UA' is parallel to DA, 
and that the forces in the lines AB, BC, CD, DA are 
^proportional to A'B, BG\ C'U, UA' respectively. 

A 




Fig. 118. 

Let the scale of representation of force be so chosen 
that A'B' may represent the force which acts in the 
\ine AB. If the force \n AB acts in the opposite 
direction to A'R, we may suppose all four forces to 
De reversed; they will still form a system in equili- 
Drium, provided their magnitudes are unaltered. 

Since the resultant of the forces in AB, BC is a 
VoYCQ in the line BD, it follows that B'C must represent 
-^ae force in BC. Also, since the resultant of the forces 
^h BC, CD is a force in the line CA, we see that C'U 
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must represent the force in (71). Hence D'A'^ which closes 
the polygon A!BG'If^ must represent the force in DA. 

Therefore UA' is parallel to J) A, and the forces in 
the lines AB, BG, CD, DA are proportional to A'B\ 
FG\ G'D\ UA' respectively. 

Also, the directions of the forces in the lines AB, 
BGy CD, DA are determined by the direction arrows 
going one way round the quadrilateral A'BC'UA*. 
In the figure given above, the directions of the forces 
are BA, BG, DC, DA, or, reversing these directions, 
AB, CB, CD, AD. 

The student should make himself familiar with the 
generality of this proposition. In the first of the two 
figures given below the directions of the forces are 
AB, BG, DC, AD, or these directions reversed; in the 
second figure they are one way round. 






Fig. 119. 

As the point A' may be taken anywhere in BD, or 
BD produced either way, the student should try the 
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effect of making A coincide with S or D. He should 
ako notice that the figure ABGD has the same relation 
to A'EC'jy as A'FG'D' has to ABGD. Hence, if four 




F[0. 120. 
forces in equilibrium act in the lines A'F, B'G', G'U, 
UA', the figure ABGD may be taken to be the force 
diagram for the system. 



EXAMPLES XI. 

1. A uniform thiu rod ACS, of length 3 feet 9 inchea, and 
weighiog 25 pounds, reste with the lower end A upon a smooth 
horizontal plane, and against the smooth edge of a step, 1 foot 
6 inches high, at C. It is kept from slipping hy a fine light 
string, 2 feet long, connecting A with a point at the foot of the 
step vertically below C. Find all the external forces acting on 

2. A straight uniform rod AB, of mass 30 pounds, rests against 
a smooth horizontal plane at A and against a smooth fixed rail 
at C, where BC=^BA. It is prevented from slipping by a fine 
light string AD, connecting A with a point D, situated in the 
horizontal plane vertically below C. If the angle BAD is 30*, 
iind the tension of the string, and the pressures at A and C. 

If the plane be rough, and there is no string, what most be 
the coeiHcient of friction between the rod and the plane in order 
that the rod may be just on the point of BUp{Uii(^% 
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3. A square board ABGD is placed upon a smooth horizontal 
table, and a given force P acts from E, the middle point of AB^ 
towards Fj the middle point of CD, Determine the magnitudes 
of three forces X^ F, Z, which, acting along BC^ CA^ AB respec- 
tively, will make equilibrium with P. 

4. The lower extremity E oi 9, uniform beam ED rests on the 
ground at the foot of a vertical wall EF^ its upper extremity 
being attached by a fine light cord DF to a point F^ situated 
vertically above E, The mass of the beam being 200 pounds, 
find the tension of the cord, and the pressures of the beam against 
the wall and ground at E^ supposing that EF=^FD=ED. 

5. A uniform beam AB^ of mass 100 pounds, is supported by 
two fine light strings AC^ BD^ the latter being vertical, and the 
angles DBA and BAC being 100° and 130" respectively. The 
beam is maintained in this position by a horizontal force of P 
pounds' weight, applied at B, Find the value of P, 

6. A uniform square lamina ABCD, weighing 10 pounds, is 
constrained at A and B to remain in coptact with a smooth fixed 
straight vertical rod, A being uppermost. The point C rests in 
contact with a smooth fixed plane, inclined at an angle of 60° 
to the horizon. Find the actions at A, By C, 

7. ABCD is a fine straight rod of no appreciable weight, the 
portions AB, BC, CD being of lengths 9, 6, 5 inches respectively. 
A mass of 10 pounds is suspended from A, and a mass of unknown 
weight is suspended from D. The rod is supported in a horizontal 
position by means of two forces applied at B and C in directions 
BE, CF respectively, the angles ABE and DCF being each 80°. 
Determine the weight of the mass suspended from D, and the 
magnitudes of the forces applied at B and C. 

8. A lamina ABCD, having DC parallel to AB, and such that 
AD=DC=CB=\AB, is placed upon a smooth horizontal table, 
and a given force P acts from A towards B, Find the magnitudes 
of three forces X, T, Z, which, acting along AD, CD, CB respec- 
tively, will make equilibrium with P, 

9. ABCDEF is a regular hexagon. Find what forces must 
act along AC, AF, DE, to produce equilibrium with a force of 
40 pounds' weight acting along EC 
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10. A straight bar ACBy of length 5 feet, and of no appreciable 
weight, is supported in a horizontal position with a load of 50 
pounds applied at (7, 2 feet from A^ by means of two strings 
AH, BK, such that the angles BAH and ABK are 120'' and 150* 
respectively. Find what force must be applied at Z>, the middle 
point of -4(7, in direction DL, in order that the bar may remain 
horizontal ; DL being downwards, and the angle ADL being 60°, 
Also, determine the tensions of the strings. 

11. A uniform rectangular lamina ABGD^ weighing 100 pounds, 
rests in a vertical position upon a smooth horizontal plane at Ay 
and against a smooth vertical wall at D. It is supported by a 
fine string FC attached to a point in the wall. If, in the position 
of equilibrium, the triangle FCD is equilateral, find the tension 
of the string, and the pressures at D and A, given that DC=2DA. 

12. A uniform beam AB^ weighing 100 pounds, is supported 
by strings AC, BD, the latter being vertical. It is maintained 
in this position by a horizontal force P applied at B. Find the 
value of P in pounds' weight, the angles CAB, ABB being each 
105". 

13. A ladder AB, of length 30 feet, inclined at an angle of 
60° to the horizon, rests against a smooth wall BC, inclined at 
75° to the horizon, and upon a smooth horizontal plane AC The 
end A is kept from slipping by a fine light string, connecting 
it with the point C If the centre of gravity of the ladder, which 
weighs 40 pounds, is 12 feet from A, find the tension of the 
string, and the pressures at A and B, 

14. AHKB is a straight rod, of no appreciable weight, and of 
length 10 feet, the points H and K being 1 foot from A and 6 feet 
from B respectively. At H and K are suspended two masses P and 
§ respectively, and the rod rests in a horizontal position, being 
supported by two fine light strings AC, BD, such that the angles- 
BAC, ABD are each 150°. If P is 10 pounds, find §, and the 
tension of each string. 

15. D is the orthocentre of the triangle ABC, whose sides BCy 
CA, AB are of lengths 14, 13, 15 inches respectively. Find what 
forces must act along the lines CB, DC, DA to be in equilibrium 
with a force of 25 pounds' weight acting along AB. 
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16. Four forces in equilibrium act in the lines AB^ BC, CD, 
DA. AS is drawn parallel to BC to meet BD in 8, and By is 
drawn parallel to AD to meet AC 'm y. Prove that y8 is parallel 
to CD; also, that the forces in the lines AB, BC, CD, DA are 
proportional to AB, 8A, y8, By respectively. 

17. Three forces P, Q, R, acting along the lines BC, CA, AB 
respectively, are in equilibrium with a force X acting along a 
line drawn parallel to BC through a point K in BA produced. A 
straight line through A, parallel to KC meets BC in H. Prove 
that PiQiR: X^HC \ CA : AB : BR, 

18. Three forces F, Q, R, acting along the lines BC, CA, AB 
respectively, are in equilibrium with a force X acting through 
K, & point in BA produced. Prove that, whatever be the direction 
of the force X, the ratio P : Q is constant. 

19. A given force, represented by AB, acts along a given line 
ab, and is in equilibrium with three unknown forces, acting along 
three given lines be, cd, da. The lines cd, da intersect at the 
point 5, and a straight line through 8 intersects ah, he in a and y 
respectively. Prove the following method for determining the 
magnitudes of the three unknown forces : 

Divide AB in C in the same ratio that a divides y8 ; let straight 
lines through C and B, parallel to y8 and he respectively, meet in (7; 
also let straight lines through C and A, parallel to cd and da respec- 
tively, meet in D, Then BC, CD, DA represent the magnitudes 
of the forces which act along the lines he, ed, da respectively. 

Apply the method to the solution of Question 6. 

20. A uniform beam AB is supported by two fine light strings 
AC, BD, the latter being vertical, and the angles DBA, BAC 
equal to one another. The beam is maintained in this position 
by a horizontal force applied at B, Show that the tension of 
the string AC is equal to half the weight of the beam. 

21. In the figure of Art. 103, prove that BD is parallel to the 
line joining the intersection of he and cd with the intersection of 
ah and da. 

22. In the figure of Art. 103, if the parallelogram BADA' be 
completed, prove that CA' is parallel to the line joining the 
intersection of ah and cd with the intersection of he and da. 
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23. A force along AB is in equilibrium with three forces in 
the lines BC, CD, DA ; prove each of the following : 

(i.) If AB, CD are parallel, and in the same direction, the 
forces are in directions AB, BC, CD, DA, and are pro- 
portional to CD, BC, AB, DA respectively. 

(ii.) If AB, CD are pariallel, and in opposite directions, the 
forces are in directions AB, CB, CD, AD, and are pro- 
portional to CD, BC, AB, DA respectively. 

(iii.) If AC, BD, are parallel, and either in the same or 
opposite directions, the forces act one way round, and 
are proportional to the lines along which they respec- 
tively act. 

(iv.) If ABDC is a parallelogram, or if A BCD is a parallelo- 
gram, the forces are proportional to the sides along 
which they respectively act. 

(v.) li A, B, C, D are points taken one w^ay round on the 
circumference of a circle, the forces are in directions 
AB, CB, CD, AD, and are proportional to CD, DA, 
AB, BC respectively. 

(vi.) li A, B, D, C are points taken one way round on the 
circumference of a circle, the forces are in directions 
AB, BC, CD, DA, and are proportional to CD, DA, 
AB, BC respectively. 

(vii.) If one of the points A, B, C, D is the orthocentre of 
the triangle formed by the joins of the other three, 
the forces in the lines AB, BC, CD, DA are propor- 
tional to CD, DA, AB, BC respectively. 

(viii.) If D is the intersection of the medians of the triangle 
ABC, the forces are in directions AB, CB, DC, DA, 
and are proportional to AB, BC, SCD, SDA respectively. 

24. Prove the following geometrical properties of the figures 
of Art. 109: 

(i.) If D is the centre of the circle which circumscribes the 
triangle ABC, prove that B is the centre of a circle 
which touches the sides of the ttWi^^ CD A! , 
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(ii.) If 2) is the centre of a circle which touches the sides 
of the triangle ABC, prove that E is the centre of 
the circle which circumscribes the triangle CD A'. 

(iii.) If one of the points A^ By C, D is the orthocentre of 
the triangle formed by the joins of the other three, 
prove that each of the points A\ E^ C, U is the 
orthocentre of the triangle formed by the joins of the 
other three. 

Prove also that in this case the figures ABCD, 
C'UA'E are similar. 

(iv.) If the points A^ By C^ D are coney clic, so are the points 

A'y Ey C'y U, 

Prove that in this case also the figures ABCD, 
C'jyA'E are similar. 

(v.) If the figure A'EC'D is similar to the figure CDABy 

• 

prove that either the four points Ay By Cy D are con- 
cyclic, or each is the orthocentre of the triangle formed 
by the joins of the other three. 

(vi.) If the straight lines ACy BD intersect at 0, prove that 

OA,OA'^OB,OE=OC,OC'^OD.On. 
Hence show that if distances OA", OBTy OC'y OD' are 
taken along OAy OBy OCy OD respectively, such that 

OA . OA"=OB,OE' = OC. OC'^OD.OU'y 
the forces in A By BCy CD, DA are proportional to 
A"E'y B"C"y C'D'y U' A" respectively. 

(vii.) If OA,OB=OC.ODy prove that the forces in ABy CD 
are proportional to ABy CD respectively. 

(viii.) If the parallelogram EA'Da be completed, prove that 
C'a is parallel to the line joining the intersection of 
BC and DA to the intersection of CD and AB, 

25. Four forces in equilibrium act in the lines ABy BCy CDy 
DA, Points A'y Ey C'y D are the centres of the circles which 
circumscribe the triangles BCDy CDAy DABy ABC respectively. 
Prove that the forces in the lines ABy BCy CDy DA are pro- 
portional to C'D'y UA'y A'Ey EC respectively. 
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26. Four forces in equilibrium act along straight lines, which 
bisect AB, BC, CD, DA at right angles ; prove that their directions 
must be such that, in going along ABC DA, the forces are all to 
the right or all to the left, and that the magnitudes of the forces 
are proportional to the lines to which they are respectively per- 
pendicular. 

27. Two known forces, represented by AB, BC, act along known 
lines ah, he respectively, and are in equilibrium with two unknown 
forces, one of which acts along a known line cd, and the other 
through a known point H, Prove the following method for 
determining the unknown forces : 

Through the intersection of ah, he draw ac parallel to AC, and 
from H draw da to the point of intersection of ac, cd. Through 
A and C draw straight lines parallel to ad, cd respectively, to meet 
in D. Then CD, DA represent the unknown forces, and cd, da 
are their lines of action respectively. 

28. In the preceding example, prove also the following method 
for determining the unknown forces : 

Through H draw ax to the point of intersection of ah and he, and 
let the straight line through A, drawn parallel to ax, meet BC in X, 
Through jS" drawee? to the point of intersection of he and cd, and let 
straight lines through Xand C, drawn parallel to xd, cci? respectively, 
meet in 2>. Join DA, and draw through H a straight line da 
parallel to DA. Then CD, DA represent the unknown forces, 
and cd, da their lines of action respectively. 



D.S. "N 



CHAPTER XII. 



EQUILIBRIUM OF PARALLEL FORCES IN ONE 

PLANE. 

110. We have seen that, in order to insure equili- 
brium, it is necessary and sufficient that a force polygon 
and a funicular polygon corresponding to it should 
both close. 

The general method of work in solving problems is 
as follows: A rigid body is in equilibrium under the 





Fig. 121a. 



influence of a number of forces, some partly or wholly 
known, and others partly or wholly unknown. From 
the data we construct as much of the force polygon 
and funicular polygon as we can, planning out first 
those forces which are wholly known, and then we 
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endeavour to complete both polygons, making them 
both close. 

We append the space diagram and force diagram for 
a system of five forces P, Q, JS, 8, T in equilibrium. 
The student cannot make himself too familiar with the 
manner in which the two figures correspond. 

111. In this chapter we confine ourselves to the case 
in which the forces are parallel. The force polygon 
reduces to a straight line, or rather, a double straight 
line. Let a system of parallel forces whose measures 
are P, Q, R, X, Y be in equilibrium. Let ABODE A 
be the force polygon for the system, so that AB, BC, 
CD, DE, EA represent the forces P, Q, P, Z, Y respec- 
tively, and let the lines of action of these forces be 
marked ah, he, cd, de, ea respectively. 
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Suppose that the forces P, Q, P are known com- 
pletely, but that the forces X and Y are at present 
partly or wholly unknown. We are able to construct 
the force polygon to this extent: we can with any 
suitable scale construct ABGD, but the point E is at 
present unknown. 
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Take any pole and draw OA, OB, 00, OD. We 
can then construct the funicular polygon to this extent : 
we can draw the strings oa, oh, oc, od, the point of 
intersection of oa and ob being chosen anywhere in ab^ 
but the string oe cannot at present be drawn. 

Thus we see that there are three points to be deter- 
mined, — viz., the point E and the extremities of the 
string oe, — and these points are subject to this con- 
dition, that OE shall be parallel to oe. The position of 
E determines the magnitudes and directions of X and Y, 

The work now falls under the following cases: 

I. Let the magnitude and direction of one of the 
two forces X and T be known, and the line of action 
of one of them also known. 

The knowledge of the magnitude and direction of 
07ie gives the point E immediately, and determines the 
magnitude and direction of the other also. The know- 
ledge of the line of action of one (say X) gives one 
extremity of the string oe, for we can find the point of 
intersection of od and de. We can then draw oe parallel 
to OE, and the point of intersection of oa and oe is a 
point in the line of action of the remaining force (F). 

II. Let the lines of action of the two forces X and 
Y be known. Then we have at once both extremities 
of the string oe. We then draw OE parallel to oe,. 
and thus determine the position of E, and with it the 
magnitudes and directions of X and Y. 

112. As an example of the above, let it be required to 
find three forces acting along the given lines be, cd, da, 
which are in equilibrium with a given force whose 
measure is P acting along the given line ab; the 
straight lines ab, be, cd, da being all parallel. 
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Take AB to represent the given force, and in AB 
take any point G, We can then find, by the method 
given above, two forces acting along cd, da, which are 
in equilibrium with the given force and a force repre- 
sented by BC acting along he. 
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Thus the problem is indeterminate, as we may take 
G anywhere in AB, 

So, also, the problem of resolving a given force into 
three parallel forces, along known lines parallel to 
its own direction, is indeterminate. 

113. Ex. 1. A rigid beam, acted upon by a given 
system of vertical forces, rests in a given horizontal 
position, being supported by two smooth pegs, situated 
at given points. It is required to determine the pres- 
sures between the beam and the pegs. 

Let AB, BG, GD, DE be taken to represent the given 
forces, and let their lines of action be marked ab, be, 
cd, de respectively. 
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The pressures of the pegs upon the beam will be 
both vertical. Let the verticals through the pegs be 
called <•/,/«. 

Take any pole 0, and draw OA, OB, OC, OD, OE. 
Starting from any point in ab, we can draw the strings 
oa, oh, OC, od, m of the funicular polygon. Also, joining 




the point of intersection of oa and af with the point 
of intersection of oe and ef, we have the string 0/ com- 
pleting the funicular polygon. 

Draw OF parallel to of, to meet AE in F. Then 
EF, FA represent the pressures of the pegs upon the 
beam acting along ef, fa respectively. 

114 Ex, 2. A fine rod AB, whose centre of gravity 
18 in a given position 0, and whose weight is of given 
Ttiagnitude iv, rests in a horizontal position upon two 
smooth pegs C and D, situated in given positions. The 
pegs C and D cannot sustain pressures greater than 
P^ and Qg respectively. It is required to find th& 
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portion of the rod, at any point of which a given 
load W may be applied. 
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Suppose the rod is in equilibrium when the load W 
is applied at X. Let P and Q be the pressures of the 
pegs Q and D respectively upon the rod. 

Draw HK, KL to represent w and W respectively, 
and let the verticals through Q, X, />, C be marked 
hk, H, Im, mh respectively. Take any pole 0. 

From any point p in mh draw the string ok, and 
from the point of intersection of oh and hk draw the 
string ok, meeting kl in x. From x draw the string 
ol, meeting Im in q. Then, joining pq, we have the 
string om, completing the funicular polygon. Draw 
OM parallel to om, to meet BL in M. Then LM, MH 
represent Q and P respectively. 

For dififerent positions X, and X^ of X, we have 
different positions Xi and x^ of a;, which give different 
positions q^ and q^ of 5 ; and these lead to different 
positions M^ and M^ of J^. 
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Measure HM^ vertically downwards to represent P^, 
and LM^ vertically upwards to represent Qq. Then, 
unless HM^ and LM^ overlap, it will be impossible to 
support the load. If they do overlap, the point M 
must lie between M^ and M^. 

By drawing pq^, pq^ parallel to OM^, OM^ respectively, 
we easily get the points q^ and q^^ and from these 
the points x^ and cCg, and then the points X^ and X^. 
Hence X must be some point between X^ and X^. 
Thus X^X^ is the required portion of the rod. 

115. Ex. 3. A fine heavy rod ACDB rests in a 
horizontal position upon two smooth pegs G and D, 
situated in given positions. The greatest load which 
can he applied at A without disturbing the equili- 
brium is of given weight P, and the greatest load 
which can be applied at B without disturbing the 
equilibrium is of given weight Q. It is required 
to determine the weight of the rod, and the position 
of its centre of gravity. 
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When the load P is applied at A, the rod is on the 
point of turning about C; thus there is no pressure 
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between the rod and the peg D, and the pressure of 
the peg C upon the rod is an unknown force X verti- 
cally upwards. 

When the load Q is applied at B, there is no pressure 
at (7, and the pressure of the peg D upon the rod is 
an unknown force T vertically upwards. 

The weight of the rod balances the two forces P 
and X ; it also balances the two forces Q and F. Hence, 
if we reverse the two forces Q and F, the four forces 
P, X, Q reversed and F reversed form a system in 
equilibrium. 

Draw HK, KL to represent the force P and the 
reversed force Q respectively, and mark the verticals 
through A and B with the letters hk^ kl respectively; 
also, let the verticals through D and G be called Im, 
rah respectively. 

Take any pole 0, and draw OH, OK, OL, Starting 
from any point on hk, draw the strings oh, ok, ol, and 
complete the funicular polygon by drawing the string 
om. Draw OM parallel to om, to meet HK produced 
in M. Then MH represents X, 

Now the forces represented by MH, HK, acting 
along the lines mh, hk respectively, are in equilibrium 
with the weight of the rod. Therefore the weight of 
the rod ' represented by KM, and acts along a vertical 
line th )Ugh the intersection of oni and ok. Hence, 
drawing a vertical line through the intersection of the 
strings mn, ok to meet the rod in 0, we see that the 
point so determined is the centre of gravity of the 
rod, whose weight is represented by KM. 
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EXAMPLES XIL 

1. A bookshelf, supported at its extremities, is just filled by 
two sets of books, the books of each set being placed together. 
One set consists of 14 volumes, each Ij inches thick, and each 
weighing 2 J pounds; the other consists of 12 volumes, each Ij 
inches thick, and each weighing 2 pounds. Find the pressures 
on the supports, the mass of the shelf being 8 pounds. 

2. A bent lever, of weight W, consists of two uniform, heavy, 
straight rods, whose lengths are as 3 to 4 ; find the weight of the 
mass, which must be attached to the end of the shorter rod, in 
order that — the fulcrum being at the junction of the two rods, 
which are of the same material and thickness — they may make 
equal angles with the horizon. 

3. A uniform straight rod, of length 18 inches, and weighing 
9 pounds, is suspended from its extremities by two vertical strings, 
neither of which can support a tension greater than 50 pounds* 
weight. Find the greatest load which may be applied to the 
rod at a point 5 inches from one end. 

4. A heavy uniform beam, of length 20 feet, and weighing 
50 pounds, is suspended horizontally by two vertical strings 
attached to its extremities, each of which can sustain a tension 
of 40 pounds' weight. How far from the centre of the beam 
must a mass of 20 pounds be placed, so that one of the strings 
may just break ? 

5. A uniform rod AB, of length 1 foot, and mass 10 pounds, 
is suspended at A and B, in a horizontal position, by two 
vertical strings, each of which can support a tension of 26 pounds' 
weight ; how far from the centre of the rod must a mass of 28 
pounds be placed, so that one of the strings may just break? 

6. A heavy straight rod ACDB, of length 12 inches, rests upon 
two smooth pegs C and 2), distant 3 inches and 2 inches respec- 
tively from A and B. The greatest loads which can be applied 
in turn at ^1 and B, without disturbing the equilibrium, are 
8 and 9 pounds respectively. Find the weight of the rod, and 
the position of its centre of gravity. 
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7. A heavy straight rod AB, of length 15 inches, balances 
about a point 2 inches from A, when a mass of 6 pounds ia 
suspended from A, It balances about a point 2 inches from 
B, when a mass of 5 pounds is suspended from .£, Find the 
weight of the rod and the position of its centre of gravity ? 

8. A heavy uniform bar ACDB rests in a horizontal position 
upon two fixed supports C and Z), whose distance apart is 6 inches, 
and equal to the length of the projecting part AC oi the bar. 
If an upward force of 2 pounds' weight, applied at A^ just lift& 
the bar off the support (7, and a downward force of 8 pounds' 
weight at A just lifts it off 2), find the length and weight of 
the bar. 

9. A rod ABC, 16 inches long, rests in a horizontal position 
upon two supports at A and B, one foot apart, and it is found 
that the least upward and downward forces applied at (7, which 
would move the rod, are 4 ounces' weight and 5 ounces' weight 
respectively. Find the weight of the rod, and the position of 
its centre of gravity. 



CHAPTER XIII. 

EQUILIBRIUM OF COPLANAR FORCES. 

116. We do not propose to discuss here in detail the 
different cases which may arise in solving problems on 
the equilibrium of a system of forces acting upon a 
rigid body in one plane. It will suffice to discuss the 
following two cases of frequent occurrence. 

117. I. A number of forces in one plane are in 
equilibrium. All are known completely with the ex- 
ception of two. Of these, the line of action of one is 
known, and the point of application of the other. It 
is required to determine the unknown forces completely. 
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Let P, Q, jB, X, Y be the measures of five forces in 
equilibrium, P, Q, R being all known and X and Y at 
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present unknown. Let the lines of action of P, Q, jB, X 
be also given and represented by those indicated in the 
figure on the left, and let 5" be a given point in the 
unknown line of action of the force F. 

Draw lines AB, BG, CD to represent in magnitude 
and direction the given forces P, Q, R respectively. 
Draw also DE in the direction of X. Mark the lines 
of action of the forces P, Q, i2, X by the letters ah, 
be, cdy de respectively. 

To complete the force polygon we have only to find 
the remaining vertex, which is somewhere in DE, and 
will be denoted by E. The line EA will represent T, 
and its line of action will be denoted by ea, but at 
present the position of E and the direction of ea are 
unknown. 

Take any pole and draw the rays OA, OB, OC, 
OD. The remaining ray OE cannot at present be 
drawn. 

As H is the only point known in the line of action 
of Y, we will commence to construct our funicular 
polygon at H, Draw through H a straight line ao 
parallel to AO. From the point of intersection of oa 
and ab draw ob parallel to OB. From the intersection 
of ob and be draw oc parallel to 00. From the inter- 
section of oc and cd draw od parallel to OD. To 
complete the funicular polygon we have merely to 
join H to the point of intersection of od and de. The 
line so drawn we call oe, and it must be parallel to 
the remaining ray of the force polygon. 

Hence draw OE parallel to oe to meet DE in E, and 
join E, A. Then DE gives us X, and EA gives the 
magnitude and direction of Y. 
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118. II. A number of forces in one plane are in 
equilibrium. AU are known completely with the ex- ^ 
ception of three whose lines of action are known. It \ 
is required to determine the magnitudes of the un- 
known forces. 

We can deduce this from the preceding case. Let 
P, Q, jB, Xj, Xg, Xg be the measures of six forces acting 
along known lines, and keeping a rigid body in equi- 
librium, the three P, Q, R being known, and the three 
Xj, Xg, Xg at present unknown. 

Find H, the point of intersection of the lines of 
action of X^ and X^. Then the two forces X« and X, 
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Are equivalent to an unknown force whose measure is 
T (say) acting through H in an unknown direction. 

Hence we proceed exactly as in the preceding case. 
Having determined in this way the position of E^ we 
know that EA represents F. Then, denoting the lines 
of action of Xg and X^ by ef fa respectively, we draw 
through E and A straight lines parallel to «/, af respec- 
tively to meet in P. 
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The three unknowns X^, 
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Fig. 128 a. 

Xg are found by 



measuring DE, EF, FA respectively. 
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If no two of the lines of action of Xj, X^, X^ meet 
in an accessible point, we may proceed as follows: 

Before choosing the position of the pole 0, draw 
from a point in ah a straight line oa towards the 
inaccessible point of intersection of the lines of action 
of X^ and X^. This we can do by the method described 
in Art. 104. 

Through A draw AO parallel to ao, in AO choosing 
any point 0, and draw the rays OB, 00, OD, Then we 
may proceed as before, completing the funicular polygon 
by drawing a straight line oe from the point of inter- 
section of od and de towards the inaccessible point of 
intersection of the lines of action of X^ and Xg. 

119. Ex. A uniform ladder, weighing 85 pounds, and 
of length 20 feet, rests with one end against a smooth 
vertical wall and the other end upon the smooth hori- 
zontal ground. A man weighing 150 pounds stands 
on the ladder at a point three-quarters of the way up, 
and it is kept from slipping by a fine horizontal 
string of length 9 feet, attached to the ladder at a 
point a quarter of the way up, and to the wall at a 
point vertically below the top of the ladder. Find the 
tension of the string and the reactions of the ground 
and the wall. 

We can construct the space diagram to scale from 
the data. Let AB represent the ladder, D its middle 
point, and E the middle points of AD and DB 
respectively, OF the horizontal string attached to the 
ladder at C and to the wall BO and F. 

Consider the external forces acting on the ladder 
and man as one system. They are: — 85 pounds' weight 
acting vertically downwards through D, 150 pounds.' 
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weight acting vertically downwards through E, t 
tension {T pounds' weight) of the string along ( 
the reaction of the ground (JB pounds' weight) vertica 
upwards through A, and the reaction of the wall 
pounds' weight) acting horizontally through B. Tl 
we have an example of Case II. above. 




Fig. 129. 



Let the lines of action of R and 8 intersect at 
Then R and 8 are equivalent to an unknown fo 
acting through H, 
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Fig. 129 a. 

With any suitable scale draw KLM vertically down- 
wards, making KL, LM of lengths 85 and 150 units 
respectively, and mark the verticals through Z> axvd E 
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with the letters kl, Im respectively ; also mark the lines of 
action of T, R, 8 with the letters mn, np, pk respectively. 

Take any pole and draw the rays OKy OZ, OM. 
Through H draw ok parallel to OK ; through the point 
of intersection of ok and kl draw ol parallel to OZ; 
through the point, of intersection of ol and Im draw 
om parallel to OM; through H draw the line on to 
the point of intersection of om and mn, thus com- 
pleting the funicular polygon. Draw ON parallel to on 
to meet the horizontal through M in iV, and let the 
vertical through N meet the horizontal through K 
in P. Then KLMNPK (this way round) is the force 
polygon. 

On measuring the lines MN, NP, PK we find that 
r=155, i2=235, /Sf=155. Thus 

(Tension of string =155 pounds' weight. 
Reaction of ground = 235 pounds' weight. 
Reaction of wall =155 pounds' weight. 

Otherwise. — The force polygon KLMNPK will evi- 
dently be a rectangle. This shows at once that It = 235 
and S=T. 

Now the weight of the ladder is equivalent to two 
forces each of 42^ pounds' weight acting vertically 
downwards through A and B, The weight of the 
man is equivalent to a load of 37 i poimds Sbt A and 
112^ pounds at B. Also the tension of the string is 
equivalent to fT along AG and ^T along Hh, 

Considering only those forces which may be taken 
as acting at A, we see that we have 

iJ — 42 J — 37 J, ix. 155 pounds' weight, vertically upwards, 
and |r along AO. 
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These two forces balance forces at B. Therefore 
eir resultant acts in the line AB, 
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Hence, draw a^S vertically upwards of length 155 
its, and let the straight line drawn through a parallel 
AB meet the horizontal through 13 in y. Then 
/ represents f T. 
On measuring j8y, we find that 

|r= 116-25, 

.-. r=155 = /Sf. 
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EXAMPLES Zm. 

1. A uniform ladder, weighing 190 pounds, and of length 41 
feet, rests with one end against a smooth vertical wall, and with 
the other end upon the ground ; if it is prevented from slipping 
by means of a peg at its lowest point, which is distant 9 feet 
from the wall, find the pressures on the peg, the ground, and 
the wall, when a man of. 10 stone is standing on the ladder three- 
quarters of the way up. 

2. A uniform ladder, weighing 120 pounds, and of length 34 
feet, rests with one end against a smooth vertical wall, and with 
the other end upon the ground ; if it is prevented from slipping 
by means of a peg at its lowest point, distant 16 feet from the 
wall, find the reactions of the peg, the ground, and the wall, 
when a man weighing 150 pounds is standing two-thirds of the 
way up, 

3. A uniform ladder is placed against a smooth vertical wall ; 
the bottom of the ladder is 6 feet from the wall, and the top 8 feet 
from the ground ; the mass of the ladder is 12 pounds, and a 
man of 10 stone stands on the ladder 2 feet from the bottom. 
Find the pressure of the ladder on the wall, and the reaction 
of the ground in direction and magnitude. 

4. A uniform rod AB, of length one foot, and mass 8 pounds, 
is capable of turning freely in a vertical plane about a point 
0, distant 3 inches from A. The end B is loaded with 16 
pounds, and the rod is kept in a horizontal position by a string 
AC, 5 inches long, attached to the end A, and to a fixed point 
(7, situated vertically below 0. Find the tension of the string, 
and the action at in direction and magnitude. 

5. A uniform rod AOBy of mass 5 pounds, is capable of turning 
freely about a fixed point 0. The end B rests against a smooth 
vertical wall, and from the end A is suspended a mass of 7 pounds. 
Find the reaction of the wall at B, and also the action at the 
hinge 0, supposing that AO=lAB, and that the distance of A 
from the wall is 4 times its distance above B. 



CHAPTER XIV. 



POLYGON OF FINE LIGHT RODS SMOOTHLY 
JOINTED AT THEIR EXTREMITIES. 

120. A number of fine light rods are freely jointed 
at their extremities to form, a closed plane polygon ; the 
framework is in equilibrium under the influence of 
forces applied at the joints in ilie plane of the polygon. 
It is required to consider the conditions of equilibrium, 
and to determine the stresses in the rods. 





Fig. 130. 



Fio. 130 a. 



Let the figure on the left represent the polygon of 
rods, in equilibrium under the influence of forces applied 
at the joints in the directions indicated. 

The framework of rods and the lines of action of 
the applied forces divide the plane, in which the space 
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diagram is drawn, into a number of portions which are 
lettered o, a, 6, c, d, e in the figure. The rod separating 
the space o from the space a is called the rod oa; the 
line separating the space a from the space b is called 
the line ab, and so on. The joint at the common 
extremity of the rods oa, ob is called the joint oab, 
and so on. 

The whole framework must be in equilibrium con- 
sidered as a rigid body. That is, if the joints were to 
become stiff so that they would not work, and if the 
same forces were applied as before, the polygon of rod& 
would still be in equilibrium. 

Hence, if straight lines AB, BC, CD, DE be drawn 
to represent the forces applied in the straight lines 
a6, bCy cdf de respectively, the straight line EA, which 
closes the force polygon, must represent the remaining 
force applied in the line ea. 

We might now proceed to construct a funicular 
polygon corresponding to an arbitrarily chosen pole, 
but we shall have to consider the equilibrium of the 
different parts of the framework, and we shall see 
that the polygon of rods is itself a funicular polygon 
corresponding to a pole which we can find. 

The consideration of the equilibrium of each rod 
separately, tells us that each rod is in a state of direct 
compression or tension. 

Now consider the equilibrium of the portion of matter 
in the immediate neighbourhood of the joint oab. It 
is acted upon by three concurrent forces, namely, the 
force applied in the straight line ab, and the reactions 
of the adjoining portions of the rods oa, ob. Draw 
AO, BO parallel to the rods ao, bo respectively, to meet 
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in 0. Then ABO A (this way round) is the triangle of 
forces for the joint aho. 

Now consider the equilibrium at the joint bco. Since 
BO represents the action of the rod ho at the joint abo, 
OB must represent the action of the same rod at the 
joint hco. Also BG represents the force applied in the 
line 6c. Therefore, joining OG, we see that BGOB (this 
way round) is the triangle of forces for the joint hco. 
So that GO is parallel to the rod co, and represents its 
action upon the joint hco. 

Proceeding in this way, and joining OD, OE,we see 
that OD, OE are parallel to the rods ody oe respectively 
and represent the stresses in those rods. Also, in con- 
sidering the equilibrium of any joint, the direction 
arrows round the triangle determine whether the rods 
which meet at that joint are struts or ties. All tie 
rods may be replaced by strings. 

We see that for equilibrium it is necessary and 
sufficient that the force polygon should close, and that 
the lines drawn from the angular points of the force 
polygon parallel to corresponding rods should be con- 
current, these lines representing the stresses in the rods. 

The student should notice particularly the exact 
manner in which the diagrams correspond. The line 
representing the stress in any rod is drawn from the 
common extremity of the lines which represent the 
forces applied at the extremities of that rod. The 
polygon of rods is, in fact, a funicular polygon for the 
system of applied forces corresponding to the pole 0. 

121. As a typical example, let us consider the following: 

I'ke framework considered above rests in a given 
position of equilibrium. One of the applied forces is 
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known completely ^ and the lines of action^ but not 
the TnagnitudeSy of all the others are known with one 
exception, the remaining force being wholly unknown. 
It is required to find the unknown forces and the 
stresses in the rods. 




Fig. 131. 



Fig. 131a. 



Let the lines a6, 6c, de, ea be known, the dotted line 
cd being at present unknown. Then we can draw the 
space diagram with the exception of the dotted line. 

Let the force applied in the line ab be known, the 
other forces being at present unknown* 

To construct the force diagram, we take AB to repre- 
sent the given force applied in the line ab. Then we 
draw AO, BO parallel to ao, bo respectively, to meet 
in 0. We are then able to draw the directions of 00, 
OB, OE parallel to oc, od, oe respectively. The point G 
is given by drawing BO parallel to be, to meet 00 in C, 
Similarly we get the point E, and then the point D. 
Joining OB, we have the magnitude and direction of 
the force applied at the joint ocd. The force diagram 
is now fully drawn, and the magnitudes of any of the 
unknown forces can be found by measuring the lilies of 
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the force diagram. The space diagram is completed by 
drawing cd parallel to CD. 

122. The simplest example is that in which the 
framework is triangular. The figure below represents 
a triangular framework resting in a vertical plane on 
smooth horizontal supports at the joints ohc, oca; the 
rod oc is horizontal, and a given vertical load is applied 
at the joint oab, 

A 





Fig. 132. Fig. 132 a. 

The force diagram is shown on the right. The rod 
oc is a tie, and the other two are struts. 

It is often convenient to indicate in the space diagram 
which of the rods are ties, and which are struts. This 
we can do by drawing a double or thick line to indicate 
a strut, and a single or thin line to indicate a tie. Thus : 




Fig. 133. 

Or, it is found convenient to mark a strut + , and a tie — . 



218 



POLYGON OF JOINTED RODS 



123. Ex. 1. Four fine light rods, of lengths 4, 3, 
feet respectively, are freely jointed at their extrem 
to forrfh a parallelogram. To one of the angular pi 

\ 




a 




}60 
Fig. 134. 



there is attached a mass of 60 pounds, and the % 
is supported at the opposite angular point 1 
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mtal forces must be applied at the other two 
\r points, in order that the framework may rest 
^ 4, s 4 J^^ lowest joint 5 feet vertically below the point 
fremiti yPV^^ ^ Find also the stresses in the rods, 

''''points 

A D 




Fig. 134 a. 



} 



Having constructed the space diagram to scale, let 
the different portions of the figure be marked with the 

k letters o, a, b, c, d, as indicated. The line cd, being the 
line of action of the force of constraint at the point 

, of support, is at present unknown. 

I With any suitable scale, draw AB vertically down- 
wards, of length 60 units, to represent the tension of 
' the string which supports the mass. Draw through 
A and B straight lines AOG, BOD parallel to ao, bo 
respectively, to meet the horizontals through B and A 
in C and D respectively. 

/ On measuring the 'lines OA, OB, 00, OD, BO, LA, 
we find that the tensions of the rods oa, ob, oc, od and 
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the two horizontal forces are 36, 48, 64, 27, 80, 
pounds' weight respectively. 

Also, CD determines the magnitude and direction 
the force of constraint at the point of support. 

124. Ex. 2. The extremities H and K of a fine Iv 
rod, of given length, are connected with a fixed point 
by two fine light strings, each of given length, Fn 
H and K are suspended two masses of given weigh 
It is required to find the position of equilibriu 
the tension of each string, and the thrust in t 
rod. 

The data are sufficient to enable us to construct tl 
shape of the framework, but not its position relativel 
to the vertical. 

Let W^ and TTg be the measures of the loads applied 
at H and K respectively. 





Fig. 135. 



Fig. 135 a. 



Considering the equilibrium of the triangle HKL as 
one rigid body, we see that the action at L has to 
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i.^alance two vertical forces W^ and TTg at H and K 

respectively. Hence we divide HK in the point N, so 

o/that HN:NK=W^: F^. Then LN must be vertical. 

This determines the position of equilibrium, and the 

A/ force diagram can now be constructed. 

L 125. Ex. 3. In the system indicated below, the 

n point obc is jixced, and the joint oca is connected 

S^ with another fixed point by a fine light rod ao. A 

I given force is applied in a given direction ab to the 

r joint oab. It is required to find the stresses in the 

rods. 




Fio. 136. 




Fio. 136 o. 



We can draw AB to represent the given force ; then 
AO and BO, determining the point 0; then 00 and 
AC, determining the point C. 

The straight line BO represents the constraint upon 
the hinge obc; the straight line OA represents the con- 
straint upon the rod ac at its fixed extremity. 

126. Ex. 4. The accompanying figure represents a 
framework of four light rods freely jointed at their 
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■extremities. The points obc and oda are fixed, anc^ 
forces P and Q of given magnitvdea are applied i% ' 
given directions at the other two joints, as indicated 
It is required to find the stresses in the rods, and th 
mictions at the two fijxd 





Draw AB to represent P (which acts along the line 
ah) in magnitude and direction. Draw AO, BO parallel 
to ao, hi' respectively. This gives the point 0. The 
directions of OC, OD can be drawn parallel to oc, od 
respectively. 

Take any point C in OG, and draw C'ly to represent 

* (which acts along erf) in magnitude and direction. 

D'D parallel to VO, to meet OD in D. Through 

u-allel to D'C, to meet OC in C. Thus 

! the points C and D, We complete the force 

t bj joining B, C and D, A. Then BC and 

lotion.^ at obc and oda respectively, 

1 tlii^ rods are ^ven by OA, OB, 
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applied '^^^ ^® S^^® ^^ figures for the "case in which 
indicaf rj^ ^ ^^® parallel, and in the same direction. 

^' «^rf the i 
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Fig. 138. 



B D 

Fio. 138 a. 



EXAMPLES XIV. 

1. Two fine light rods AB and BC^ each of length 5 feet, are 
freely jointed at jB, and rest in a vertical plane, upon a smooth 
horizontal plane at A and C, A load of 40 pounds is applied 
at B^ and the system is kept from collapsing by a fine light 
string, of length 6 feet, connecting the extremities A and G of 
the rods. Find the reactions at A and (7, the tension of the 
string, and the thrusts in the rods. 

2. The extremities H and ^ of a fine light rod are connected 
with a fixed point L by two fine light strings, each equal in 
length to the rod. From 5" and JTare suspended masses of 21 and 
35 pounds respectively. Find the position of equilibrium, tlie 
tensions of the strings, and the tiu-nst in the rod. 
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3. Three fine light rods BC, CA, AB, of lengths 15, 13, 1 
inches respectively, are freely jointed at their extremities to for 
the triangular framework ABC, which is capable of turning freelf g 
about the fixed point A, To the joint C there is applied a forcSj 
of 56 pounds' weight in a direction perpendicular to ABj an 
outwards from the triangle. What force must be applied at tV;j 
joint J5, in a direction perpendicular to the rod CA, to preser 
equilibrium? Find also the stresses in the rods and the actio 
at the hinge A. 

4. Three equal rods, of no appreciable weight, are freely joint* 
together at their extremities to form a triangular frame woi 
ABC, which is capable of turning freely in a vertical plane aboi 
the joint A^ which is fixed. A mass of 100 pounds is suspend* 
from By and the framework is sustained in a position in whiclj 
AB is horizontal, and C uppermost, by means of a horizoul 
fine string CD, which connects C with a fixed point D, Fine 
the tension of the string and the stresses in the rods ; determine] 
also the magnitude and direction of the reaction at A. 

5. The triangular framework of Question 3 is capable of turning 
freely about the joint B, which is fixed ; a load of 168 pounds 
is applied at C, and the whole is supported with AB horizontal, 
and C below AB, by means of a vertical force applied at A. 
Find the magnitude of this force, the reaction at B, and the 
stresses in the rods, 

6. Four fine light rods are freely jointed at their extremities 
to form a quadrilateral A BCD, the rods AB, AD being each of 
length 7*5 inches, and the rods BC, (72) each of length 11 "7 inches. 
A mass of 48 pounds is attached at C, and the whole is supported 
at A, What horizontal forces must be applied at B and D so 
that the points B and D may rest 9 inches apart in a horizontal 
line? Find also the tensions of the rods. 

7. Four fine rods, of no appreciable weight, and each of length 
5 feet, are freely jointed at their extremities to form a rhombns 
.1 BCD, which is placed between two parallel walls, distant 8 feet 
apart, so that the framework touches the walls at B and Z), and 
the straight line BD is horizontal and perpendicular to the walk 
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tf the joints A and C are pressed towards one another, with forces 
ftch of 60 pounds' weight, find the pressures upon the walls. 

8. In Art. 123, suppose that the line da passes through the 
>pposite angular point, and that otherwise the data are unaltered, 
rind the forces applied in the lines bc^ da, and the stresses in 
he rods. 

9. Four fine light rods, are freely jointed together at their 
xtremities to form a parallelogram A BCD, AD being of length 
' inches and AB of length 13 inches. The point A is fixed, and 
7 is attached to a fixed point E, by a fine elastic string, so that 
he points Ay O, E are in one straight line. The points B and 
5 are pulled apart 10 inches by forces of 100 pounds' weight, 
.pplied at B and D in the line BD, Find the tension of the 
tring and the actions in the rods. 

10. A fine light string ABCDEF, of length 33 inches, has its 
xtremities fixed at two points A and F, situated 27 inches apart 
Q a horizontal line. The portions of string AB, BC, CD, DE, EF 
re of lengths 8^, 5, 6, 5, 8J inches respectively, and another light 
tring, of length 12 inches, connects the points B and E, Two 
lasses, each of 24 pounds, are suspended from C and D, and 
he whole system rests in a symmetrical position with BE and 
W horizontal. Find the tension of each portion of string. 

11. A light rod AB, of length 1 foot, rests in a horizontal 
osition, with masses each of 16 pounds suspended from A and 
?. A fine light string AGDB, of length 16 inches, has its ex- 
re mities attached at A and B, and the whole is supported by 
leans of two vertical forces applied at C and 2). The portions 
f string AC, CD, DB are of lengths 5, 6, 6 inches respectively, 
nd the whole rests in a symmetrical position with CD hori- 
jntal. Find the tension of each portion of string. 

12. Four fine light rods, each of length 6 feet, are freely 
)inted at their extremities to form the rhombus ABCD, The 
)ints B and D are fixed, B being 6 feet vertically above D, and 
lasses of 30 and 60 pounds are hung from A and C respectively, 
ind the stresses in the rods and the magnitudes of the reactions 
'j B and /). 

D.S. P 
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13. Two fine light rods AB^ BC, each of length 2 feet, a J 
freely jointed together at the point By which is fixed. The ro 
rest in a horizontal position, with masses of 70 and 84 poun,, 
hung from A and C respectively, being supported by two fiij 
strings connecting A and C with a fixed point 2), situated 7 inchr 
vertically above B, Find the magnitudes of the actions at j 
and D, the tensions of the strings, and the stresses in the rod' 

14. A fine light string ABODE, of length 49 inches, has it 
extremities attached to the fixed points A and E, situated 33 
inches apart in a horizontal line, and supports at its middle poi 
C a mass of 78 pounds. Two fine light rods BF, FD, each 
length 16 '6 inches, are capable of turning freely about the fix^l 
point .-P, which is situated at the middle point of AE\ the ro4 
are attached to the string at points B and 2), distant 6*5 inch< 
from A and 6*5 inches from E respectively. Find the tensioi 
of the different parts of the string, and the thrusts in the rod 

15. Three fine light rods are jointed together at their e: 
tremities to form a triangle ABC, which is right-angled at i 
The framework rests in a vertical plane upon a smooth horizont 
plane at A and (7, and supports a load at B, If BD is draw 
perpendicular on AC, prove that the reactions at A and C, tl 
load at B, the thrusts in the rods AB, BC, and the tensio 
of the rod AC are proportional to DC, AD, CA, BC, AB, B 
respectively. 

16. Four fine light rods are freely jointed at their extremiti( 
to form a parallelogram A BCD, which is in equilibrium und( 
the infiuence of forces P, Q, R, S, acting a.t A, B, C, D respectivel; 
If the forces P and R are equal and opposite, their lines of actio 
passing through the middle points of BC, DA respectively, pro\ 
that the forces Q and S are also equal and opposite, and that the 
lines of action pass through the middle points of DA, BC respe 
tively. Prove also that, if ff be the middle point of BO, tt 
forces P and Q, and the tensions of the rods AB, BC, CD, Di 
are proportional to HA, DH, AB, BE, CD, EC respectively. 

17. Four fine light rods are freely jointed at their extremiti< 
to form a quadrilateral framework ABCD, which is in equilibriui 
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(vi.) If is the intersection of the medians of the ^ 
ABCy (y is the intersection of the median^ 
triangle A'B'C ; also the forces in the \u2e& 
OBj OCy and the stresses in the rods BC, CA 
are proportional to 30J, 30^, 30(7, BC, CA 
respectively. 

(vii.) If ABOG is a parallelogram, C'A'B'O' is simil 
OBAG^ and hence the forces in the lines OA 
OC, and the stresses in the rods BCy CA, A. 
proportional to OA, OB, AB, BC, CA, OC respect 

20. A number of fine light rods are jointed together at 
extremities to form a closed plane polygon. is any poi 
the plane of the polygon. Show that a system of forces c; 
found such that, acting at the joints along straight lines 
intersect at 0, they will keep the framework in equilit 
Prove also that the stresses in the diflferent rods are inv. 
proportional to the lengths of the perpendiculars from 
those rods respectively. 

21. Four fine light rods are freely jointed at their extrei 
to form a parallelogram ABC J). is a point which divid< 
in the ratio of 2:1. The framework is in equilibrium 
the influence of forces applied at the joints A, B, C, D, i 
directions OA^ OB, OC, OD respectively. Prove that the 
in the lines OA, OB, OC, OD, and the tensions of the rod 
BC, CD, DA, are respectively proportional to 30 J, 602?, 
60A 2^A 4jB0; 402), 22)-4. 

22. A number of fine light rods are jointed freely at 
extremities to form a closed polygon ABCD . . . , which is in ( 
brium under the influence of forces acting at the joints 
C, D, ..., in the lines OA, OB, OC, OD, ... respectively, 
that, if the stresses in the rods AB, BC, CD, ..., and the 
at the joints A, B, C, D, ... are proportional to AB, BCj C 
OA, OB, OC, OD, ... respectively, (i.) the number of rods 
(ii.) opposite rods are equal to one another, (iii.) each di 
is parallel to each of two opposite sides and equal to th 
of those sides, (iv.) the point is the middle point o 
diagonal. 



CHAPTER XV. 

' OPEN POLYGON OF FINE LIGHT RODS. 

SUSPENSION BRIDGE. 

127. Let us suppose that in a framework, like that 
considered in the last chapter, one of the rods is 
missing, and that the two extreme rods are freely 
hinged at their extremities to two fixed points. 

The figure below indicates such a system of rods, 
the extreme rods oa and oe being hinged to the fixed 
points H and K respectively. 




Fig. 139. 




Fig. 139 a. 



The external forces acting upon the rods oa and oe, 
at their extremities H and K respectively, are evidently 
in the directions of the rods themselves. 
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The student will have no difficulty in consi 
the force diagram, which is done just as in the pr 
chapter. The polygon OABCDEO is the force ] 
for the whole system. For the joint aho we hi 
triangle ABOA ; for the joint bco the triangle 
etc. 

I. If the rods are all given in position, and a 
directions of the applied forces, we can draw th 
diagram, provided we know the magnitude of on 
of the applied forces. 

Suppose, for instance, that all the lines of the 
diagram are given, and that the force which acts 
the line he is fully known. We can then dra 
and the straight lines JSO, CO meeting in 0. 
the directions of the lines 0-4, OD, OE can ; 
drawn. We can also draw the directions of BJi 
thus determining the points A and D respectively 
from D we can draw DE, 

n. If the applied forces are all fully known 
is, in magnitude, direction, and line of action, w 
complete both diagrams, provided we know the pos 
of two adjoining rods only. 

For, as the forces are all known, we can com 
the line ABODE, If also the rods ofe, oc are giv 
position, we can draw OB, 00, thus determinin) 
point 0; and the rest of both figures is easily 
pleted. This will not, however, give us the posi|>-^;^ 
of the points H and K, unless the lengths of x 
extreme rods are given. 

128. A fine light string is attached at its extremit 
to two fi^ed points, and rests in a vertical plane um 
loads applied to it at different points. 
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ictJ./This IS a particular case of the preceding. The line 
e<^^4.BGDE is now straight and vertically downwards. 

Bt 



> t 
tor 
oi? 



o^ 





Fig. 140. 



Fio. 140 a. 



^^ If we imagine the diflferent portions of the string 
^ to be replaced by bars, and the whole polygon inverted 
-^ and changed from left to right, the shape remaining 
^^ unaltered, the same force diagram would apply. 



it 




Fig. 141. 

In this case, however, the slightest disturbance would 
cause the whole thing to collapse. The equilibrium is 
what is called unstable. See Art. 41. 

129. The case in which a fine light string rests 
under loads, which are all equal and at equal horizontal 
distances apart, is important. 
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The student is recommended to draw the figures 
himself. He will take a number of equidistant para] 
vertical lines, marking the spaces between them a, 
c, dy etc. Then he will draw the straight line ABGD 
vertically downwards, marking off AB, BG, CD, el 
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Fio. 142 a. 



all equal to one another. He will draw two straight 
lines od, oe across the spaces marked d and e respec- 
tively, and OD, OE parallel to od, oe respectively. 
This gives the point 0, and the rest easily follows. 

An examination of the two figures will show at once 
that the tension of each portion of the string is pro- 
portional to its length. 

130. We have drawn in the space diagram of the 
preceding article a closed curve intersecting two of the 
strings ob, oh, and enclosing a portion of the system 
within it. 

Regarding the matter included within this curve as 
one rigid body, let us consider the equilibrium of the 
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fv^^F^jes acting externally upon it. These are: The ten- 
M l^y IS of the two strings 06, oh, together with the 
s ?i^ lights of all the parts included. The weights of 
-air -A these parts reduce to a single force represented by 
a, ^ '530", and acting along a vertical straight line situated 
D ."^^iLid/way between he and gh, 

et^J,\ the strings ob, oh intersect at a point midway 
Jetween be and gh, and the triangle of forces for this 
Ttion of the system is OBHO, 

This gives a method of constructing the space diagram 
^Without drawing the force diagram: 
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Let Aa, Eb, Oc, etc., be consecutive parallel lines 
which the loads are applied, and let the strings 
denoted by AB, BG, CD, etc. We will suppose that 

3 two strings AB, BG are given. 
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Produce the line AB to meet (7c, Ddy Ee, etc., 
the points ^, 4> ^> etc., and find the middle points^ 
5, 5, etc., of 5^, ^4, 45, etc. 

Then, joining 10, and producing to -D, we have i 
string CD ; also ^D gives the string DE, 3E gives E 
and so on. 

131. Now let us suppose that the loads are sufficient 
numerous to enable us to look upon the string as 
continuous curve instead of a series of straight lin( 
The above piece of work will enable us to examine t] 
nature of this curve. 

We will suppose that the points H and K are situate 
in a horizontal line. Let P and P" be any two points < 
the curve, and let the tangents at P and P" interse 
in Q, Draw PN, QR, rN' perpendiculars to H. 

K N' B R K H 




Fig. 144. 



Fig. 144 a. 



Then the curve must be such that the point Q lies mi 
way between PN and P'N' for all positions of P ai 
P'; that is, R must be the middle point of NN\ All 
the force diagram for the portion of string betwe< 
P and P' is a triangle pp'Op, in which pp' represer 
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^ file total weight supported between P and P\ and is 
jif ^therefore proportional to NN\ and p'O, Op are parallel 

jto the tangents at P' and P respectively, and represent 
|>^the tensions at those points. 



I 



as 




If P and P' be taken to coincide with H and K 
respectively, Q will lie vertically below B, the middle 
point of HKy and, as H and K 
may be taken to be any two points 
of the string which lie in a hori- 
zontal line, it follows that the figure 
is symmetrical about the vertical 
through B. Let A be the lowest 
point of the curve, then A is verti- 
cally below B, 

Take P' to coincide with A, and 
let the tangent at P and the verti- 
cal through P meet the horizontal 
through AinL and M respectively. 
Then L is the middle point of AM^ 
and the triangle of forces for the portion AP is paOp, 
where aO is horizontal, and represents the tension at 
J., Op is parallel to LP, and represents the teii^iftxs. -^ 




Fio. 145 a. 
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P, and J9a represents the whole weight supported 
tween A and P, and is proportional to AM. 

Now let P move up to -H, and let X, M, p becoi 
J?, D, A respectively for this new position of P. Th< 
E is the middle point of AD, and Aa represents ha] 
of the whole weight supported by the string. Thus 

ap:ah=:AM: AD 
[We have 

PMl PMl a^_l op aA_l AM DH 
AM^2' LM'~2' Oa''2' ah' Oa^2' AD' ED 

AM AB , 
^ BH'BH' 

.'. ~x~D^\WU) • That IS, PM vanes as the square 

of AM. 

Tl^e student of Higher Mathematics will know that 
this shows that the curve is a parabola, with its axis 
vertically upwards.] 

132. If we know the positions of the points if, K, A 
and the whole weight supported, we can determine (i.) 
the directions of the string at H and K, and the tensions 
at those points and at A ; (ii.) the tension at any 
point of the string where its direction is given; (iii.) 
the tension at any given horizontal distance from A ; 
and (iv.) the position of any number of points on the 
string. 

(i.) The positions of the points i/, K, A determine 
the rectangle ADHB, We can therefore find E, the 
middle point of AD, and, joining EH, we have at once 
the direction of the string at -H. 

If the whole weight supported is known, we can 
draw ha vertically downwards, and of such a length 
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^yiat it represents half the weight. Then we draw hO 
5j|terallel to HE^ to meet the horizontal through a in 0. 
rJIeasuring Oh and aO, we have the tensions at H and A 
'espectively. 

J (ii.) Draw Op in the given direction, to meet ah in p. 
Then Op represents the tension at that point of the 
string where it is parallel to Op. 

(iii.) Take AM equal to the given horizontal distance,, 
and find a point jj in ah such that ap:ah = AM:AD. 
Then Op represents the tension at the point P, which 
is vertically over M, 

(iv.) We can obtain the position of the point P, cor- 
responding to a given position of M, by bisecting AM 
in L, and drawing LP parallel to Op, to meet the vertical 
through M in P. By varying the position of M we 
can get as many points as may be required. 

133. The problem we have been discussing is ap- 
proximately that of the ordinary suspension bridge^ 
Here we may neglect the weight of the chain, and 
that of the suspending rods, in comparison with that 
of the roadway. The loads suspended from successive 
portions of the chain are equal portions of the 
roadway. If the lengths of the pieces are so adjusted 
that the curve of the string takes up the shape we 
have been considering, the tensions of the supporting 
rods would not then tend to break or bend the roadway, 
which must be made strong enough to bear without 
bending, the strain due to loads moving across it. 

134. Ex. 1. The figure below represents a beam, of 
length 50 feet, and weighing 100 pounds, resting in a 
horizontal position, being supported by five light ver- 
tical strings connecting it with a light chain. The 
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stHnga are at equal horizontal distances apart of 
feetf the middle one being attached to the middle po 
of the beam. The lowest parts of the chain are ec 
inclined at an angle of 85** to the vertical, DetemVi 
the directions of the remaining parts of the chain, a 
the tensions of those parts, in order that the ten^u 
of the Jive strings may be equal to one another. 




Fig. 146. 

We cannot at the outset draw the whole chain. Tf 
a straight line ABGDEF vertically downwards, of lenj 

A 




Fig. 146 a. 

100 units, and make AB = BC=:GD = DE=EF = 
units. 
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• ^'ilake the angles LCO, GDO each equal to 85°, thus 
«,lermining the point 0, and draw OA, OB, OE, OF, 
..fhen, on measuring the lines OA, OB, OC, we see 

At 

the tensions of oc, od are each 115 pounds' weight, 

oby oe „ 118 
oa, of „ 125 

Also the angles OBE, OEB are found to be each 
4°, and the angles OAF, OF A each 66^°.' Hence the 
rings o6, oe are each inclined at 75^*" to the vertical, 
id the strings oa, of each at 66J°. 

135. Ex. 2. A suapendon bridge, 20 feet broad, and 
■ 120 feet span, is supported by two parallel chains, 
xh of which dips down 16 feet in the middle. The 




Fig. 147 a. 



.ass of the roadway is 100 pounds per square foot ; 
nd the tension of each chain at the lowest point, and 
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also at points a quarter of the way across the bri^^'^^ 
If the shortest distance between the chains and'^^^^ 
roadway is 2 feet, find the distances of the roadi^ ^'^ ^ 
below the chains at intei'vals of 15 feet, commencing-^^^^^ 
the centre of the bridge. ^fea^'J^, 

The total mass of the roadway = 120 x 20 x 100 poun ^ ^^^' 
therefore the total load upon each chain = 120,000 pounc'*^^^- 

Draw a horizontal straight line HBK, of length li 
units, to represent the span of the bridge. Through r^ 
the middle point of HK, draw BA vertically downward 
of length 16 units, and let the horizontal through J. 
meet the vertical through H in D, The point A re— 1— 
presents the lowest point of the chain. 

In AD take points J/j, M^, M^ so that in. 

AM^ = M^M^ = J/2J/3 = ifgD, of : 

elSach portion representing 15 feet. 

Draw ha vertically downwards, of length 60,000 units, 
to represent half the load supported by each chain, 
and let the horizontal through a meet in the straight 
line drawn through h parallel to HM^. Then Oa repre- 
sents the tension of each chain at its lowest point. 

In ah take points 'p^, p^, p^ so that 

Then Opg represents the tension of each chain at points 
a quarter of the way across the bridge. 

Let the straight line through the middle point of 
AM^, parallel to Op^, meet the vertical through M^ in 
Pj, also the straight line through Jlf^, parallel to Op^, 
meet the vertical through M^ in P^, and the straight 
line through the middle point of M^M^, parallel to 0^93, 
meet the vertical through M^ in P^. Then the ^omts 
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Take, 
ngtli 



B, Pg represent points on the curve fomied by one 
J chains. 
L measurement we find that 

0a = 113,000, 0^2 = 116,000. 

ii-efore the tension at the lowest point of each chain 

^113,000 pounds' weight, and at a point a quarter 

I the way across the bridge 116,000 pounds' weight. 

I Also we find P^M^ = 1, 

P^/, = 4, 

■PA = 9. 

fid, as the roadway is 2 feet below A, we see that 
distances of the roadway below the chains at 
, itervals of 15 feet, commencing at the centre of the 
re 2, 3, 6, 11, 18 feet. 



EXAMPLES XV. 

. The light rods AB, EC, CD are freely jointed at B and C, 
[ md tliB points A and D are enioothly hinged to two fixed points 
jaituated in a. horizontal line. If the figure ABCD ia one half of 
B. regular heiagon when two maesea are suspended from B and 
C?, prove that the weights of the two masses are equal, and 
lebermine the stresses in the rods in terms of the weight of 
either mass. 

2. Three light rods AB, BC, CD, of lengths 8, 5, 5 inches respec- 
Jively, are freely Jointed at B and C, and the points A and D 
vre smoothly hinged to two fixed points, D being situated T inches 
'ertically above A. A mass of 7 pounds is suspended from B, 
nd the system rests with AB parallel to DC, being supported 
y a force applied at C in a direction opposite to the bisector of 
he angle BCD. Find the magnitude of this force and the stresses 
I the rods. 
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3. A light rod AB^ of length 17 inches, is capable of tuBB^* 
freely about the end A which is fixed. A fine string, of lel|iB^^ 
28 inches, has one extremity attached at By and the other ^xtrefjM ^ 
at 2), a fixed point situated 3 inches vertically above A. 
what vertical force must be applied at (7, a point of the st 
15 inches from 2), in order that the rod may rest in a horizoJBi^y] 
position, with a mass of 48 pounds attached at B. Find also 
tensions of both parts of the string and the stress in the rod. Kt ( 

4. A light rod AB is capable of turning freely in a verti 
plane about the fixed point A, It is supported in a horizon 
position, with a mass of 30 pounds attached at B, by means o: 
fine string BCD attached to a point D vertically above A. 
what force must be applied at the point (7, in the direction AC^ 
preserve equilibrium, supposing that ACB is an equilateral 
angle, and DCB a right angle. Find also the tensions of boil 
parts of the string and the stress in the rod. I/^ 

5. A fine light string A BCD has its extremities fixed at Jin < 
and 2), and supports a mass of 100 pounds at B. What load mus 
be applied at (7, in order that BC may be horizontal, and th 
angles ABC, BCD equal to 120° and 150° respectively? Fin 
also the tensions in the different parts of the string. 

6. A beam weighing 100 pounds is supported in a horizonta 
position by means of four light vertical strings, arranged at in- 
tervals of 10 feet, which connect it with a light chain supported 
at its extremities. The extreme parts of the chain are inclined 
at angles of 40° to the vertical ; determine (i.) the directions, 
(ii.) the lengths, (iii.) the tensions, of the other parts of the chain, 
in order that the tensions of the vertical strings may be equal 
to one another. 

7. A suspension bridge, of 60 feet span, is 10 feet broad, and 
is supported by two parallel chains, each of which dips down 
32 feet in the middle. The mass of the roadway is 40 pounds 
per square foot, and the shortest distance between the roadway j 
and either chain is 1 foot. Find (i.) the inclination of the chain 
to the vertical at each end of the bridge, (ii.) the tension at each 
end, (iii.) the tension at the lowest point, (iv.) the distance of the 
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\il;ffy^y below the chain at a point one-third of the way across 
ijij} bridge. 

>*iw A fine light string A BCD has its extremities A and D 
I* ed, and is in equilibrium under the influence of forces acting 
f B and C in directions DBy AC respectively. If the figure 
^BCD is a parallelogram, prove that the tensions of AB, BC, 
X) and the forces acting at B and C are proportional to AB, 
'C, CD, BB, AC respectively. 

9. A fine light string HPAK has its extremities fixed at two 
oiuts H and K^ situated in a horizontal line, and rests in a 
Brtical plane under the influence of a load distributed uniformly 
1 a horizontal direction. A is the lowest point and P any other 
oint of the string in the position of equilibrium. The horizontal 
1 rough A meets the verticals through P and ff in M and B 
ispectively, and L is the middle point of AM. A straight line 
hrough M perpendicular to LP meets the vertical through A 
1 0. Prove that, for all positions of P, 

(i.) is a- fixed point. 

(ii.) The tension at P, the tension at A, and the weight 
of the whole load supported are proportional to OM, 
OAy 2AD respectively. 

(iii.) U S IB the middle point of OA, SP=^MP+AS. 

(iv.) LP bisects the angle SPM, 

(v.) If OM and SP intersect at JV, PM=PN, and the locus 
of N is a circle with its centre at S. 

(vi.) AM^=^20A.PM, 

(vii.) If AM=n,AB, n being a numerical fraction, PM—n^. HB. 

(viii.) If a straight line through A, perpendicular to OM^ meets 
MPmQ,QM=2,PM. 

(ix.) Without making use of the point 0, let a straight line 
through Z, perpendicular to ZP, meet the vertical 
through A in 8. Then >S is a fixed point, and the 
tension at P, the tension at J, and the weight of 
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the whole load supported are proportional t^ 
SA, AD respectively ; also S is the same poi; 
before. 

(x*) If AD—9,,HD, the tension at A is half the weig 
the whole load supported, and the string at J^ n 
an angle of 46'* with the vertical. 

(xi.) At a point where the tension of the string is d" 
the tension at the lowest point, the string n 
an angle of 60° with the horizontal. 
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CHAPTER XVI. 



STIFF QUADRILATERAL FRAMEWORK OF FINE 

LIGHT RODS. 

136. Four fine light rods are freely jointed at their 
extremities to form a quadrilateral, which is stiffened 
by another fine light rod connecting two opposite joints. 




Fio. 148. Fia. 148 a. 

It is required to consider the equilibrium of the frarfie- 
work under the influence of forces applied ai the 
joints. 



V-^J. 



- -Vi-ITGOK OP JOINTED HODS. F 

beforp ^ -^ * ^^^^ ^ ^s the saniP j^/^.^;^ 
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Let P^y Xj, Pg* ^2 ^ ^^^ measures of th^, 
applied at the joints abo-^^, o^co^^ o^cd, o^dao^, as ic^^' 
in the left-hand figure. 

The force diagram for the point aho^ will be a tri^ 
ABO^A (this way round), in which AB represents jF^ 
AOi, BO^ are parallel to the rods ao^^, 6oi respecti^ ^ 

Now let BG be drawn representing X^; then Q 
BC represent two of the forces acting upon the j(\ 
Oibco^- The force diagram for the point o^bco2 is the: 
fore the quadrilateral O^BCO^O^ (this way round), 
which COg, O^Og are drawn parallel to the rods cOg, o 
respectively. 

If now CD be drawn to represent Pg, then O^C, C 
represent two of the forces acting upon the joint Og^ 
Therefore Z)Og must represent the remaining one, ^ 
DOg must be parallel to the rod do^ and represent t 
action of that rod upon the joint 02cd, The trianj 
of forces for the joint o^cd is thus O^GDO^ (this w 
round). 

Now, considering the joint aOjOgd, we see that thi 
of the forces acting upon it are represented by Ai 
0^0^, OgZ). Hence the remaining one X^ must be i 
presented by DA, and the force diagram for the joi 
ao^o^ is the quadrilateral AO^O^A (this way roun 

Thus we see that for equilibrium it is necessary a 
sufficient that the force polygon representing the e 
temal forces applied to the framework should clo 
and that the line O^Og should be parallel to the r 
OjOg, where Oj is found by drawing AO^, BO^ paral 
to the rods ao-^, bo^ respectively, and Og is found 
drawing (70g, DO^ paxaWel \,o ^iItifc xo?^^ coc^;, d.Oc^^x'^'^'s^ 



n' 



UNDEE FOECES AT THE JOINTS. 



247 



)»& drawn parallel to corresponding rods represent 
i stresses in the rods. 

137. It will be noticed that the framework in this 
'ae is not deformable, and is practically a rigid body. 

IB the stresses in the rods can be of any magnitude 
jjid in either direction, it is necessary and sufficient 
Or equilibrium that the four forces P^, X^, P^ X^ 
Iiould form a system in equilibrium. For this the 
prce polygon must close, and any funicular polygon 
^hich corresponds to a pole must also close. 
. In particular cases it is sometimes more advantageous 
•«o make use of such a funicular polygon in finding 
toy of the applied forces which may be unknown. The 
points Oj and Og can then be found, and thus the 
stresses in the rods determined. 

138. The force diagram becomes greatly simplified 
if one of the forces X^ vanishes. We give the figures 
below, which the student should think out for himself. 




^ a ^ 

Fig. 149. Fio. 149 a. 

Here it may be advantageous to make use of the fact 
that the lines of action of P^, X, Pg must be concurrent. 
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If the point of concurrence is inaccessible we ij 
then make use of the funicular polygon. 

We give below the figures for the case in whicl 
Pg, and X are parallel. 







Fio. 150. 



Or thus : 




0<', 







Fio« 150 a. 



■---A 







Fig. 151. 



¥ 
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t^fne case in which X^ and Xg both vanish has been 

f*isidered in Art. 43. 

|I|139« In the general case above, suppose that one side 
y the framework is fixed in position. The extremities 
'. this rod then become fixed points, and we may 
tippose the rod itself removed. The figures of Art. 136 
Aien become as below, the rod OgcZ having been removed, 
Had the lines of the force diagram which meet in D 
laving all been cut out. 





Fio. 152. 



Fig. 152 a. 



The student should think out the problem for himself 
independently of the general case. 

The points / and J are fixed points. 

If we join Og-A, we have a straight line represent- 
ing the reaction at the hinge /. 

140. Ex. 1. Four rods HK, KL, LM, MH, of lengths 
3, 4, 3, 4 feet respectively, are freely jointed at their 
extremities to form a rectangular framework, which 
is stiffened by another fine light rod connecting the 
hinges K and M. The framework is capable of turning 
freely in a vertical plane about the point H which is 
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Juced, and rests with KM horizontal under a low, 
100 pounds applied at L and an unknovm horlz 
force applied at M. Fvnd the Tuagnitude of Ike 
(U M and the action in each rod. 




Having constructed the space diagram to scale, we 
mark it with the letters a, b, c, o^, o^, ss in the figure. 

With any suitable scale, draw AB vertically down- 
wards of length 100 units, to represent the weight of 
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ass supported at L, Draw -40i, BO^ parallel to 
1 respectively, thus obtaining the point O^ ; draw 
O-fi^ parallel to ao^, o-fi^ respectively, thus ob-^ 
y the point 0^\ draw OgO, BC parallel to OgC, he 
bively, thus obtaining the point C. 
triangle of forces for the joint aho-^ is ABO^A 
7Sby round) ; hence the rods KL, LM are tie rods. 

A 




B C 

Fig. 153 a. 

e joint o-pco^ we have O^BGO^O-^ (this way round); 
MH is a tie rod and KM a strut. For the joint 
ve have O-fi^AO-^ (this way round); hence KH 
e rod. 

aeasuring the lines of the force diagram, we see that 
e force applied at M is 58*3 pounds' weight, 
e actions in the rods HK, KL, LM, MH are ties 
of 45, 60, 80, 106*7 pounds' weight respectively^ 
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and the action in the rod KM is a strut 
pounds' weight. 

The force of constraint at H is represented bj 
and it will be found that this line is parallel tc^ 
line joining H to the point where the vertical thrc^ 
L meets KM. 

141. Ex. 2. HKLM is a framework of four light -:^ 
of given lengths loosely jointed at their extrerm^c 
The hinges H and L are connected by means of 
Jine string of given length. Given loads are attach 
at K and M and the whole is suspended from H. 
is required to find the position of equilibrium, \ 
tension of the string, and the stresses in the rods. 





Fig. 154. 

The data are sufficient to enable us to construct \ 
shape of the framework, but not its position relative 
to the vertical. 

Let TTi and TFg be the weights of the loads suspenc 
from K and M respectively. Divide KM in the point 
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lat MN:NK=W^:W^, Then the point N must 
''ertically below H, This determines the position 
i^ftiquilibrium. 

f!/§£aving lettered the portions of the space diagram as 
jwicated, we draw GAB parallel to HN^ making CAy 
I B of lengths W^ and W^ units respectively. Draw 00^, 
\0^ parallel to the rods co^, do^ respectively; this gives 
^ the point Og. Draw AO^, BO^ parallel to the rods 
l>i, 6oi respectively, and we have the point O^. Then 
^0^ must be parallel to the string o^p^, 
^ On measuring the lines of the force diagram we 
y€tve all the stresses required. 

142. Ex. 3. The accompanying figure represents a 
hramework of light rods resting on two smooth hori- 




Fio. 165. 



zontal supports and loaded at the joint abo-fi^ u)ith a 
mass of given weight W, It is required to find the 
pressures on the supports and the stresses in the rods. 



L 
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Let R and S be the reactions of the supports K , . ? 
Along the lines be, ca respectively, as indicated. * w. ., 

Draw AB to represent TT, and let two parallel 4 
through A and B meet 6c and ca in A' and -B%^ 
spectively. Let A'R meet the line ah in C". Di« 
CO parallel to A' A to meet AB in C, Then 5(7 a^ 
<7^ represent R and fif respectively. p\ 

We can now construct the triangles of forces BCOf^^ 
CAO^G for the joints bco-^, cao^ respectively. 0^02 miT * 
then be parallel to the rod o^o^y and represent t\eo 
stress in that rod. -^ 

The two lower rods and the middle rod are sei^-^ 
to be tieSy and the two upper rods struts, \ 

143. Ex. 4. The framework of light rods represents ^ 
below rests upon two smooth supports situated in t \ 
horizontal line, as indicated in the diagram. Load \ 





\ 



Fig. 156. 



Fig. 166 a. 



of given weight TT^ and W^ are applied at the joints 
dbo^y hco^o^y as indicated. It is required to find the 
pressures on the supports and the stresses in the rods. 
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ing AB vertically downwards of len^h W^ units, 
y^n construct the triangle ABO-^A , the force diagram 
the joint aho-^. Then drawing BG vertically down- 
s of length Tfg units, we can draw the lines OOg, 
'2, and thus complete the force diagram for the 
it hco^Oy Then, drawing OJ) parallel to the rod o^d 
oaeet ^C in D, the force diagram is complete. 
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EXAMPLES XVI. 

Four rods, of no appreciable weight, and each of length 4 
are hinged together at their extremities to form a rhombus 
72), and the hinges A and C are connected by a fine light 
ig of length 7 feet. If the rhombus is suspended from A^ 
masses, each weighing 1 cwt., are suspended from B and Z>, 
rmine the tension of the string and the stresses in the rods. 

ABCD is a framework of four light rods freely jointed 
ther at their extremities, AB and AD being each of length 
3t, BG and CD each of length 2 feet. The hinge C is con- 
ed with A by means of a fine light string of length 5 feet, 
tes of 100 pounds each are attached at B and Z>, and the 
le is suspended from A, Find the tension of the string and 
stresses in the rods. 

Three fine light rods BC, CD, DB, of lengths 8, 17, 15 
es respectively, are freely jointed at their extremities to form 
Angular framework BCD^ which is capable of turning freely 
it the fixed point D, Another light rod AB, of length 9 
es, connects B with a fixed point A, situated 12 inches verti- 
' above D. To the joint C is attached a mass of 300 pounds ; 
the stresses in the rods. 

Four light rods, each of length 20 inches, are freely jointed 
bher at their extremities to form a rhombus ABCD, The 
es A and C are connected by a fine string, of length 24 inches. 
Is of 7 and 25 pounds are applied at B and D respectively, 
the whole is suspended from A, Find the position of equili- 
m, the tension of the string, and the stresses in the rods. 
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5. ABCD is a framework of four light rods freely ^j 
together at their extremities, AB and EC being each of '^ 
20 inches, CD and DA each of length 15 inches. A fine \ ; 
of length 2 feet, connects the hinges A and C, A mass I " 
pounds is suspended from B^ and the whole is supported ' 
What load must be applied at D in order that AC ma^ 
vertical? Find also the tension of the string and the stri^V 
in the rods. 

6. The framework of Art. 140 is capable of turning fre^ 
about Hy which is fixed, and rests with MK vertically do\ 
wards, under a load of 100 pounds applied at K and a verty, ^^ 
force at L. Find the magnitude of the force at L and the 
stresses in the different rods. 

7. Four light rods AB, BC, CD, DA, of lengths 10, 17, 17, 10 
inches respectively, are freely jointed at their extremities to 
form the quadrilateral framework ABCD, which is stiffened by 
another light rod, of length 16 inches, connecting the hinges B 
and Z). The framework is capable of turning freely in a vertical 
plane about a fixed point A, and rests with DB vertically I 
downwards, under a load of 1 cwt. applied at B and a vertical i 
force applied at C Find the magnitude of the force at C and 
the stresses in the rods. ^ 

8. Four light rods, each of length 5 feet, are freely jointed 
at their extremities to form a rhombus ABCD, which is stiffened 
by another light rod, of length 6 feet, connecting the hinges 
B and Z>. The framework rests with DB vertically downwards, 
a mass of 192 pounds being suspended from B, and is supported . 
by two forces applied at A and C, in directions perpendicular to. 
DA, DC respectively. Find the magnitudes of these forces and 
the stresses in the rods. 

9. AB, BC, CD are three equal rods, of no appreciable weight, \ 
smoothly hinged together at B and C and to fixed points at A '^ 
and D, the figure forming one half of a regular hexagon, with 
BC horizontal and below AD, The framework is stiffened by ' 
another light rod AC, and loads of 10 and 30 pounds respectively \ 
are applied at B and C Find the stresses in the rods. 
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1; 'ff]^'4ir'BouT light rods AB, BC, CDy DA are freely jointed together 
' '^\iiftl^T extremities to form half of a regular hexagon, the rod 
(1^* ,M ,deing double the length of each of the others. The frame- 
'* Ji^ is stiffened by another light rod AC, and the whole rests 
rj*^^^ AI) horizontal upon two supports at A and 2). Loads of 
*Tl^»id 30 pounds respectively are applied at B and G. Determine 
^ .' 'ifr stresses in the rods and the reactions of the supports. 

..t'.hX. Find the stresses in the rods in the case indicated in 
]'i$i' 1^7, the lengths of the rods being indicated in feet, and 
5-foot rod being vertical. 







zoo lbs. 




dooolba. 



Fig. 157. Fio. 158. Fio. 159. 

12. Find the stresses in the rods in the case indicated in 
i ?ig. 158, the 11 -foot rod being vertical. 

?* 13. Find the stresses in the rods in the case of the derrick 
.srane indicated in Fig. 169, the 12-foot rod being vertical and 
fehe ground horizontal. Find also the strain on the hinge A. 

14. In the general case considered in Art. 136, suppose that the 
external forces applied to the framework are all given in position, 
and that the magnitude of one is known, and of the others un- 
known. Show how to determine the magnitudes of the other 
three forces and the stresses in the rods. 

15. Suppose that F^ and P2 ^^^ given in magnitude and 
direction, X^ in direction only, and X2 wholly unknown. Show 
tow to find the unknown forces and the stresses in the rods. 

. 16. In the case where X2 is zero, suppose that P^ is given 
icompletely, P2 ^^^Y ^^ direction, and X^ wholly unknown. Show 
how to find the unknown forces and the stresses in the rods. 

17. Four light rods are freely jointed at their extremities to 
form a parallelogram ABCD, which is stiffened by another light 
rod connecting the hinges B and 2>. The framework is capable 
D.S. R 
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of turning freely in a vertical plane about a fixed point A, , 
rests with DB vertically downwards, a mass of weight W h^^ 
suspended from B, and a vertical force applied at C. Show t:;:^ 
the force applied at C, the tension of the rod BD, and the fc:>^ 
of constraint at A are each equal to ^W, and that the teiisior 
of the rods AB, BC, BD and the compressions of the rods CI 
DA are proportional to AB, BC, BD, CD, DA respectively. 

18. Four fine light rods are freely jointed at their extremitie 
to form a parallelogram ABCD, which is stiffened by another nn 
light rod connecting B and D, The framework rests with j 
vertically below E, the middle point of DC, and is loaded at ji 
being supported by vertical forces at A and C Prove that th 
weight of the load at B, the forces at A and C, the tensions c 
the rods AB, BD, BC, and the compressions of the rods CZ 
DA are proportional to Z.BE, BE, 2, BE, \.AB, BD, 2.B] 
CD, DA respectively. 

19. In the figures of Art. 141, prove that MK is parallel 
the straight line joining A to the point of intersection of Bf 
and COj. V 

20. In Art. 141, if HL meets MK in /, and WiiW^^MI: j} 
prove that, in the position of equilibrium, HL is vertica 
and that, if 7^ is the measure of the tension of the strin, 
T :Wi+W2=LI: LE; if, in addition, HM is parallel to K} 
then T=: W^ 

21. Four fine light rods are freely jointed at their extremitit 
to form a convex quadrilateral framework ABCD, which is stifFene 
by another fine light rod connecting B and D, A mass of weigt 

W is suspended from B, and the whole system is supportec 
with DB vertically downwards, by vertical forces applied a 
A and C Prove that, if T is the tension of the rod DB, an 
E the point where the straight line AC intersects BD, the 

T:W=DE:DB; in particular, if AC bisects DB, then T=i}] 

22. If, in the preceding example, AB is parallel to DC, th 
tension of the string is equal to the force applied at A, 

23. In the figures of Art. 136, prove that the line joining th 
intersection of AOi and DO2 with the intersection of BOi an 
CO2 is parallel to the line joining aboi to cclo2. 
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ifJI In the figures of Art 138, prove that the line joining A 
TJ^ intersection of BOi and CO2 is parallel to the line joining 
I : to cao2. 

k*. Four fine light rods are freely jointed at their extremities 
1 Orm a convex quadrilateral framework ABGDy which is stiffened 
/ a.nother fine light rod connecting B and Z>. The straight 
^ AC meets BB in E, and the shape of the framework is such 
*.t E is the middle point of -4(7. A mass of weight W is 
spended from B, and the whole system is supported with DB 
ftically downwards, by means of two forces applied at A and C, 
directions CD and AD respectively. If T is the tension of 
le rod DB, prove that W-T :W-\-T=DE : BB. 
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wei 144. In the preceding eliapter we have 

the attention to the consideration of the equi" 

^^ stiff quadrilateral framework, and to tlie d 

of the stresses induced in tlie different vo^h 

method can, however, be applied to all fri 

fine light ixxis jointed at their extremities 

5 In the case of imiefot'onahle or stiff frau 

pre frameworks whose angles do not admit < 

anc it is necessary and sufHcient for equilibri 

■^ '• exteiTial forces acting on the framework 

a system in equilibrium. The stresses in 

, ^. found by considering the equilibrium o' 

\yy sepai'ately; if we know the stresses in all 

W the rods which meet at any joint we ca 

wil the stresses in the remaininof two by maki 

^ ' gon of forces for that joint close. 

The method will be made clear by wc 

^ few typical examples. 

. ^ 145. Ex. 1. The frameivork representtt 

c sembling a bent crane, is loaded at th.t 

int ^*^i'^ ^ 'mass of given weight W. It /> 

CO determine the stresses in the vai^ious rodi<. 
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bw AB vertically downwards and of length W 
. Then AO^y BO^ can be drawn parallel to the 

aOi, boi respectively, thus forming the force tri- 
> ABO^A (this way round) for the joint aboi. The 
ao^ is therefore a strut and the rod bo^ a tie. 



:t: 





Fig. 160. 



Fig. 160 a. 



Draw ^Og, 0^02 parallel to the rods ftog, o^o^ re- 
^ipectively, and we have the force triangle O-fiO^O^ 
;this way round) for the joint o^o^- Thus the rod ho^ 
fi.s a tie and o^o^ is a strut 

Now consider the joint ao^OgOg. AO-^ and 0^0^ 
represent two of the forces acting on this joint. Hence, 
drawing OgOg, AO^ parallel to the rods o^o^, ao^ 
i:'espectively, we have the force polygon AO-fifi^A 
[this way round) for the joint ao^o^Ov^. Thus o^o^ and 
^3a are both struts. 

Now consider the joint o^o^bc. Ofi^ ^^^ ^J^ represent 
two of the forces acting on this joint. Hence, drawing 
OgC, BG parallel to the rods o^Cy be respectively, we 
have the force polygon O^O^BCO^ (this way round) for 
the joint o^ojje. Thus the rod be is a tie and eo^ is a 
strut. 
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ABC A (this way round) is the triangle of forces for 
the whole framework considered as one rigid body. 
The action X at the joint ao^c is represented by GA. 
The force triangle for this joint is CAO^C (this way 
round). 

146. Ex. 2. Tlie framework indicated below is sup- 
ported at the joints abo^, bco^y and supports a mass 
of given weight W at the joint cao^o^o^. It is required 
to determine the pressures on the supports and ike 
stresses in the rods. 
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Here the only force known is W, but we canno 
construct the force polygon for the joint aco^o^o^, a^ 
the stresses in the four rods which meet at this join 
are all unknown. We therefore determine first ih 
T>ressures R and S between the framework and t] 
'pports, by considering the equilibrium of the wh* 
mework as a rigid body. 
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Draw CA vertically downwards of length W units, 
and let two parallels through G and A meet the lines 
ah, he in (J and A' respectively. Let (J A' meet the 
line ca in H, and draw EB parallel to A' A to meet 
AC m B, Then AB, BG represent the forces R and 
S which act in the lines a6, be respectively. 

We can now draw the force triangles ABO^A, BGO^ 
for the joints aho^, hco^ respectively. Then O1O2, Ofi^, 
can be drawn parallel to the rods o-fi^, o^o^ respectively, 
and BO^ must be parallel to the rod ftog. 

On examining the force diagram for each joint 
separately, it will be seen that the three top rods are 
struts and the other four ties, 

147. Ex. 3. The fraraework represented below, re- 
sembling a portion of a Warren girder, is supported 
at the joints abo^, bco^, and carries loads of given 
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weight W^ and W^ applied at the joints o^o^^a, 0^0 ^^cd 
respectively. It is required to determine the pressures 
on the supports and the stresses in the rods. 
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We first consider the equilibrium of the whole 
framework as a rigid body, and thus determine the 
reactions R and S of the supports. Draw CDA ver- 
ticaDy downwards, making CD of length Wg units, and 
DA of length W^ units. Take any pole 0, and from 
any point in the line ab draw the string ao parallel 
to -40. From the point of intersection of ao and ad 
draw do parallel to DO, From the point of inter- 
section of do and dc draw co parallel to CO, The 
straight line ob, drawn from the point of intersection 
of oa and ab to that of oc and be, completes the funicular 
polygon. Draw OB parallel to ob, to meet CA in B. 
Then A BCD A is the force polygon for the whole 
system, AB and BC representing R and >Sf respectively. 

In constructing the diagram for the stresses in the 
rods, we commence with the joint abo-^. This gives the 
triangle ABO^A (this way round). Then we construct 
the triangle O-fiO^O^ (this way round) for the joint 
0^0^] then the polygon DAO^O^OJD (this way round) 
for the joint dao^o^o^ ; then the polygon Ofi^BOfi^ (this 
way round) for the joint o^ojbo^ ; then CDOfijOfi (this 
way round) for the joint cdo^o^o^. Finally, joining BO^, 
the triangle OfiJSO^ (this way round) is the force tri- 
angle for the joint o^oj), and the triangle O^BCO^ (this 
way round) is the force triangle for the joint ofic, 

148. Sometimes it is not required to determine the 
stresses in all the rods. The following method is 
then very useful: 

Suppose that, in the preceding example, it is required 
to determine the stress in the rod o^d. Construct the 
force polygon ABGDA as before for the equilibrium 
of the whole system, thus determining R and S, 
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Draw a line XT intersecting the rods op, o^o^, o^d; 
and consider the equilibrium of the portion of the 
framework to the right of this line as one rigid body. 
The external forces acting upon it are the known forces 
S and Wg, together with the unknown forces acting at 
the points U, V, Z. The lines of action of these three 
unknown forces are all known, and therefore the 
problem comes under the head of that considered in 
Art. 118. 
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Fig. 163. 



Fio. 163 a. 



Take a pole 0, and draw OB, OG, OD, From H, 
the point of intersection of the rods O3O4, oj), draw the 
line ob parallel to OB. From the point of intersection 
of ob and be draw oc parallel to 00. From the point of 
intersection of oc and cd draw od parallel to OD. From 
H draw the line 0O3 to the point of intersection of od 
and dOg, thus completing the funicular polygon. Draw 
OO3 parallel to 0O3, to meet the horizontal through D 
in O3. Draw BO^, O3O4 parallel to the rods 604, O3O4 
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respectively, meeting in 0^. Then BCDOfi^B (this 
way round) is the force polygon for the portion of the 
framework under consideration. Thus the rod do^ is 
in a state of tension, and its tension is represented by 
DOg, We have also at the same time determined the 
actions in the other two rods intersected by the straight 
line ZF. 

In applying this method care must be taken not to 
intersect more than three rods. If the stress in one of 
three rods intersected is known, the stresses in the 
other two can be found without the aid of a funicular 
polygon. 

149. Another point of practical importance is ex- 
hibited in the following example: 

Ex. 4. The fra7ne\vork of Ex, 2 rests on supports as 
before, and is loaded at each of the other three joints 
in the manner indicated belaiv. It is required to 
determine the pi^essures on the supports and the stresses 
in the rods. 

We first plan out a force diagram for the whole 
system, thus determining the pressures R and S on the 
supports. As the loads are all known we take the 
forces in the order TTj, TTg, TFg, 8, iJ, determining the 
unknown forces 8 and R with the aid of a funicular 
polygon. The order TTj, W^, Tfg, 8, R is not, however, 
convenient for determining the internal stresses. After 
determining 8 and JB, we therefore plan out another force 
diagram, taking the forces in the order R, W^, Tfg, /S, TTg, 
taken one way round the framework, and commencing 
at a joint where there are only two rods. We can then 
complete the stress diagram. 

For the purpose of the first force diagram, we mark 
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the lines of action of the forces TT^, TTj, W^y S, R witk 
the letters fg^ ghy hk, kl, If, as in the figure. 
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Fig. 164. 



Fig. 164 a. 



Fig. 1646. 



Take FO, QH, HK to represent Fj, TTg, Fg respec- 
tively, and draw the strings o/, og, oh, ok corresponding 
to the pole 0. Draw OL parallel to ol, which com- 
pletes the funicular polygon, and let OL meet FK in L. 
Then KL and LF represent 8 and R respectively. 

Now draw another force diagram ABODE A, taking 
AB, BO, OD, DE equal to and in the same direction as 
LF, FO, HK, KL, and therefore EA equal to and in 
the same direction as OH, 

Draw jBOi parallel to the rod ho-^ to meet the horizontal 
through A in 0^, and DOg parallel to the rod do^ to meet 
the horizontal through E in Og. Through Og and 0^ 
draw Og02, 0^0^ parallel to the rods OgOg, o^o^ respec- 
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tively, to meet in Og. Then 00^ must be parallel to 
the rod cOg. 

The triangle of forces for the joint aho^ is ABO^A (this 
way round). The force diagram for the joint o^co^ 
is O^BCO^O^ (this way round) ; for the joint OiO^o^ea, 
O^O^O^EAO-^ (this way round); for the joint o^o^cd, 
Ofi^CDO^ (this way round) ; for the joint o^de, O^DEO^ 
(this way round). 
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1. OABCD is a framework of light rods smoothly jointed at 
their extremities ; the rods OA^ OB, OC, OD being each of length 
26 inches; the rods AB^ CD each of length 14 inches; and the 
rod.jBC of length 30 inches. Two masses, weighing 100 pounds 
each, are suspended from A and /), and the whole is supported 
at 0. Find the stresses in the rods. 

2. In Art. 146, each of the triangles Oj, 02, 03 is equilateral. 
Find the stresses in the rods when the load is 1000 pounds. 

3. In the same Example, each of the lower rods is of length 
6 feet ; the top middle rod is also of length 6 feet, and the other 
four rods are each of length 5 feet. Find the stresses in the 
rods when the load is 400 pounds. 

4. Draw the stress diagram for the framework considered in 
Art 147, when three equal loads are applied at the upper joints, 
and no loads are applied at the lower joints. 

6. In the framework considered in Art. 147, each of the 
horizontal rods is of length 2 feet 6 inches, and each of the 
others of length 3 feet 3 inches. Find the stresses in the rods 
O4O5, 604, co^, when the only load supported is 1 ton at the 
joint o^o^o^da, 

6. Draw the stress diagram for a Warren Girder of 4 hays 
(instead of 3, as in Art. 147), when the only load applied is a 
mass of weight W at the middle lower joint. 
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7. In the preceding example the load is 1 ton, each of the 
horizontal rods is of length 2 feet 6 inches, and each of the 
other rods of length 3 feet 3 inches ; find the stresses in all 
the horizontal rods, and examine whether the other rods are 
struts or ties. 

8. Draw the stress diagram for the framework indicated in 
Fig. 165. 

9. If, in Fig. 165, each of the horizontal rods is of length 
4 feet, each of the uprights 3 feet, and each of the others 5 feet, 
find the stresses in the three rods intersected by the line XTy 
each of the three loads being 1 ton. 
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Fig. 165. 



Y^ 
Fig. 166. Fig. 167. 

10. Draw the stress diagram for the framework indicated in 
Fig. 166. Notice that the points 0^ and O4 coincide. 

11. Draw the stress diagram for the framework indicated in 
Fig. 167. 

12. Find the stresses in the three members intersected by the 
line XY in Fig. 167, the rods which meet at the vertex being 
of lengths 10, 5, 5, 10 feet, the horizontal rod of length 6 feet, 
the span 16 feet, and the load being 1 cwt. 

13. Draw the stress diagram for the framework indicated in 
Fig. 168. Notice that the points 0^ and O5 coincide. 





Fig. 168. 

14. Draw the stress diagram for the framework indicated in 
Fig. 169. 



270 



STIFF FEAMEWOEKS. 



15. Draw the stress diagram for the framework indicated in 
Fig. 170, the whole system being suspended from the point H, 
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16. In the figures of Art 148, prove that Ofi is parallel to 
the line joining the point o^o^Of^d to the intersection of he and 
&04. Hence give a method for determining the stresses in the 
intersected rods without drawing a funicular polygon. 



CHAPTEK XVIII. 

SYSTEMS OF KODS, SOME, OR ALL, OF WHICH ARE 
ACTED UPON BY FORCES NOT AT THEIR EX- 
TREMITIES. 



150. The accompanying figure represents three rods 
of a framework smoothly jointed at tHeir extremities. 
The rods are drawn separated, so that the forces acting 
on each rod may be clearly indicated. The space on 
the one side of the rods is named o, and on the other 
sides the spaces are marked a, 6, c, so that the three 
rods are denoted by oa, oh, oc. Let the hinges be de- 
noted by the numbers i, 




Yd 7? 



^, 3y ^, as indicated. 

1 





Fig. 171. 



Fig. 171a. 



Suppose that each rod is acted upon by a system 
of forces in addition to the constraints at the hinges. 
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Let the forces acting on the rod oa (apart from the 
constraints at its extremities) be resolved into two 
forces A^ and A^ acting at its extremities 1 and ^ re- 
spectively. Similarly, let the forces on the rods oh 
and oc be resolved into the pairs of forces B^, B^ and 
(/j, (7^, as indicated. 

Let JSj be the action at the joint 1 upon the rod oa, 
JBg the action at the joint ^ upon the same rod. Then 
JBj in the opposite direction is the action at the joint 
2 upon the rod oh. Similarly, let JBg and R^ be the 
actions at the joints 3 and 4 respectively. 

Consider the equilibrium of the rod oa. The resultant 
of jRi and A^ must balance the resultant of JBg and A^ 
Therefore ao must be the line of action of these two 
resultants. If then we draw 01, lA to represent R^ 
and A^ respectively, OA will have to be parallel to oa, 
and AO will represent the resultant of JBg and A^, 
Hence if A^ represents A^, then 20 must represent JSj. 
Thus the force diagram for the rod ao is 01A20 (this 
way round), in which OA is parallel to the rod ao, and 
lA, A2 represent A-^ and A^ respectively. 

Similarly, the force diagram for the rod oh is 
02B30, in which OB is parallel to the rod oh, and 
2B, B3 represent B^ and B^ respectively. Also the 
force diagram for the rod oc is OSC^O, in which OC 
is parallel to the rod oc, and 3C, C^ represent C^ and 
C^ respectively. 

The actions at the hinges 1, 2, 3, i are given by 
01, 02, 03, 04 respectively, the direction being deter- 
mined according to which rod is under consideration. 

The student should notice that the lines 12, 23, 34 
of the force diagram represent the resultants of the 
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forces (other than the ccMistraints at the hinges) that 
act upon the rods 1^, 23, 34 respectively. 

We may, if we please, resolve the forces upon each 
rod into parallel forces at its extremities. In this case 
1A2, 2B3, 3C4 become straight lines. 

The rods may be replaced by rigid bodies of any 
shape hinged together at the points 1, 2, 3, ^, and the 
same piece of work applies, the straight lines oa, oh, oc 
being drawn connecting the hinges. 

151. The question may be asked, "What forces do OA, 
OB, OC represent?" The student may be inclined to say 
that these lines represent the stresses in the rods oa, ob, 
oc respectively. This is not so. If the forces acting 
on the rod oa were actually A^ and A^ at its extremi- 
ties, the rod would be in a state of direct compression 
or tension, and OA would represent the strain at every 
point of the rod. But in the actual state of affairs, the 
strain is different at different points of the rod, and the 
tendency of the forces is to bend the rod as well as 
to compress it or stretch it. In replacing the forces 
acting on the rod by an equivalent system, we do not 
interfere with the equilibrium of the rod as a rigid 
body, but we do interfere with the nature of the internal 
stresses induced. We make no endeavour to interpret 
the meaning of the lines OA, OB, OC ; the nature of the 
internal stresses in such cases is beyond the scope of 
the present volume. 

152. As a particular case of the above, suppose that 
four uniform heavy rods are freely jointed together, and 
hang in a vertical plane, the points 1 and 6 being fixed. 

Let the weights of the rods oa, ob, oc, od be given. 

Suppose also that the rods ob, oc are given in position, 
D.s. s 
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and that it is required to find the positions of the rods 
oa, od and the actions at the hinges. 

The weight of each rod can be broken up into half 
its weight appKed at each end. Hence, in constructing 
the force diagram, draw 1A2, 2B3, 304, 41^5, to represent 
the weights of the rods oa, oh, oc, od respectively, 
A, jB, Cy D being the middle points of the lines 12, 23, 
34, 45 respectively. 





Fig. 172. 



Fig. 172 a. 



As the rods oh, oc are given in position, we can draw 
BO, CO parallel to these rods respectively, and this 
determines the point 0. Join OA, OD, and we have 
the directions of the rods oa, od. Also 01, 02, 03, 
04, 05 give the actions at the hinges 1, 2, 3, 4, 5 respec- 
tively. The force diagram for the rod oa is 1201 (this 
way round), so that 20 represents the action of the hinge 
2 upon the rod oa. Similarly for the other hinges. 

153. We have hitherto supposed that all external 
torcea are applied to the rods themselves, the hinges 
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ig left perfectly free, so that the rods act and react 
Q one another directly through the hinges. Let us 

suppose that a hinge consists of a separate piece (a 
U pin for instance) of no appreciable size or weight, 

that external forces are applied directly upon the 
fes. Each hinge is supposed to be perfectly smooth, 

its effect upon any rod is to compel the extremity 
he rod to remain in a definite position by a direct 
L or pull exerted upon the rod at its extremity, 
shall now have to consider the equilibrium of each 
e as well as of each rod, and the actions of a 
e upon two adjoining rods will not now be equal 
opposite. 

>4. Take the system of rods of Art. 150 acted upon 
he same external forces, and in addition let forces 
ind -Fg, in the directions indicated, act upon the 

A 
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Fig. 173. Fig. 173 a. 

;es ^ and 3 respectively. In the diagram the rods 
hinges are drawn separated, so as to indicate clearly 
forces acting upon the separate piecea 
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Let the action between the hinge ^ and the rod oa 
be a^> and let the action between the hinge 2 and 
the rod ob be j^, a similar notation denoting the 
actions at the other hinges. 

In constructing the force diagram, we have for the 
rod oa the figure A-^^AA^OA^ (this way round), in which 
OA^ represents a^u while A^A and AA2 represent A^ 
and A2 respectively, A^O represents ^iZa, and OA h 
parallel to the rod oa. For the hinge ^ we have 
the triangle OA^^ (this way round), in which A^^ 
represents F<^, and B<fi represents ^fi^ For the rod 
6b we have OB^Bfi (this way round), in which B^ 
and ^^3 represent ^g ^^^ ^3 respectively, Bfi repre- 
sents ftiZg, and OB is parallel to the rod oh. For the 
hinge 3 we have the triangle OB^Gfi (this way round) 
in which B^G^ represents -F3, and C3O represents c-Bs 
For the rod oc we have OG^CGJO (this way round), ir 
which G^G and GG^ represent G^ and C^ respectively 
Gfi represents 0^4, and 00 is parallel to the rod oc. 

This piece of work, of course, includes that of Art. 150 
If ^we make F^^ and F^ each zero, the points A^^ and B, 
will coincide with the point 2 of Art. 150, and the 
points ^3 and Cg with the point S of that article. 

155. It is important that the student should notice 
that if we suppose the forces A^, F^, B^ collectec 
together and applied at the joint ^, we get the corred 
position for the points A and B of the force diagram 
Thus, if we do not require to know the exact nature 
of the constraints in the immediate neighbourhood o: 
the joint, we do not trouble to separate the force! 
into those which act on the rod oa^ those which aci 
on the joint, and those which act on the rod oh. The 
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straight line AB, in fact, represents the resultant of 

-^2> -^2» ^2' 

The student should carefully think over the two 
examples which here follow. In the first of these, we 
have worked out the problem twice over on two 
different suppositions, but they lead to the same diagram. 
In the second, we require only the tensions of two 
strings, and do not trouble ourselves with the nature 
of the actions at the joints. 

156. Ex. 1. Two heavy uniform rods of weight 
w and w' are smoothly hinged together at the point ^, 
and to fixed points at the points 1 and 5, as repre- 
sented in the figure on the left. A mass of weight W 
is supported at the point 2, It is required to find 
the stresses at the hinges. 




Fig. 174. 





First, suppose that the mass of weight W is attached 
to the rod oa at a point indefinitely close to the hinge 2, 

The weight of each rod can be broken up into half 
its weight at each extremity. 
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Draw lA^BS vertically downwards, taking lA, A2, 
SB, B3 to represent \Wy ^w+ TT, \v/y \yf respectively. 
Draw AO, BO parallel to the rods ao, ho respectively, 
meeting in 0. Then 01, 02, OS give the actions at the 
hinges 1, 2, 3 respectively. 

Secondly, suppose that the mass of weight W is 
attached directly to the hinge 2, which is a separate 
piece. 

Draw lA, AA^, AJS^, B^B, BS to represent ^w, ^xv, Wy 
\i&, ^vf respectively. Draw AO, BO as before. Then 
the actions at the hinges 1 and 3 are given by 01, 03 
respectively, and are the same as in the first case. The 
action between the hinge 2 and the rod oa is given by 
0-42, and the action between the same hinge and the rod 
ob is given by OB^, and is the same as in the first case, 

157. Ex. 2. Three equal uniform rods FO, QH, HK, 
each of weight w, are freely jointed together at G and 
H, and laid in a vertical plane upon a smooth hori- 




Fig. 175. 



zontal table at F and K. Two fin£ light strings FH, 
OK keep the system in the form of one-half of a regular 
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hexagon, and a mass of weight W is placed at the 
middle point of OH, Determine the tensions of the 
strings. 

The reactions at F and K are evidently each equal 
to iTT+lm The weight of each rod may be replaced 
by ^w acting at each of its extremities. Hence, for the 
purpose of finding the tensions of the strings, we may 
suppose that the system is a jointed framework of fiine 
light rods, in equilibrium under the influence of forces 
^W+w acting vertically upwards at F, j^W+w verti^ 
cally downwards at 0, j^W+w vertically downwards 
at H, and ^W+w vertically upwards at K, 

A 




Fig. 175 a. 

Also, it is convenient for the purpose of constructing 
a force diagram to suppose the strings knotted together 
at the point L where they intersect, so that we may 
look upon the two strings as four separate members 
attached together at the point L, This will evidently 
put no additional strain upon either string; the force 
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diagram for the point L will be a parallelogram, giving 
the tension of the two parts of the same string as equal 
in magnitude. 

Now mark the portions of the space diagram with 
the letters a, b, c, d, o^, Og, O3, as indicated. Draw DA 
vertically upwards to represent ^W+w, and let AO^^, 
DO-^, be drawn parallel to ao-^^ do^ respectively. This 
gives the point 0^ 

Draw AB vertically downwards to represent ^W+w; 
evidently B coincides with D. Draw ^©2, O-^^Oz parallel 
to ftog, 0^02 respectively. This gives the point Og. 

There is no necessity to draw any more of the force 
diagram. 0-^02 and DO-^^ represent the tensions of the 
strings. 

It is easy to see that the figure ADO^O^ is also 
one half of a regular hexagon. Hence the tension of 
each string is \W+w, 

158. Ex. 3. Three uniform rods HK, KL, LM, of 
lengths 15, 14, 15 inches respectively, and of weights 
W, W\ W respectively, are freely hinged together at K 
and L, and supported from a fixed point F by means 
of three fine light strings FH, FG, FM of lengths 20, 
24, 20 inches respectively, the point being the middle 
point of KL. The system rests with FQ vertical and 
KL horizontal. Determine the tensions of the strings, 
and the actions at the hinges. 

Having constructed the space diagram to scale, let 
the lines HK, KL, LM, MF, FH be marked oa, ob, oc, 
od, oe respectively, and let the hinges K and L be 
called 1 and 2 respectively. 

Draw a straight line El vertically downwards to 
represent W, and take A the middle point of El, Let 
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straight lines through E and J., parallel to eo, ao respec- 
tively, meet in 0. Then OEAlO (this way round) is 
the force diagram for the rod oa. 




Fig. 176. 



Fio. 176 a. 



Draw OB parallel to oh to meet El in By and pro- 
duce IB to 2, making B2=1B. Then OlB^O (this way 
round) is the force diagram for the rod ob. The straight 
line 1B2 represents the resultant of the forces (other 
than the actions at the joints) which act upon the 
rod ob. Hence, if T be the tension of the vertical 
string, 1B8 represents T'— W\ 

On measurement, we find that the lengths of the 
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lines OE, 01, 1B2 are respectively 'STT, 85 TT, l-64Tr; 
also the angle 01B = 1Q\\ 

Hence the tensions of the strings FH, FO, FM are 
respectively 'STT, 1'64TF'+ W\ 'STT; also the actions at 
the hinges K and L are each '85 TT, and are each inclined 
at an angle of 16J° to the vertical. 

159. Ex. 4. Two uniform rods KL, LM, each of 
weight W and length 5 feet, are freely jointed together 
at i, and connected with a fixed point H by means 
of two fine light strings KH, EM of lengths 8 and 6 
feet respectively. Another fine light string connects H 




Fig. 177. 



%oith L and is of such a length that when the strings 
are all tight KL and LM are i/n one straight line. 
Find what load must be applied at M in order that, 
in the position of equilibrium, KLM may be hori- 
zontal; determine also the tensions of the strings. 
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Having constructed the space diagram to scale, mark 
the lines KL, LM, MH, HK with the letters oa, ob, 
oc, od respectively. 

/i .B, 




Fig. 177 a. 

We will suppose that the string HL is attached to- 
the hinge at i, which is a separate piece. We denote 
the hinge by the figure 1, and mark the straight line 
HL with the letters a-fiy 

With any suitable scale, draw DA^ vertically down- 
wards to represent W, and bisect in A the line so- 
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drawn. Let the straight line through D parallel to do 
meet the horizontal through A in 0. Then ODAA-fi 
{this way round) is the force diagram for the rod oa. 

Draw A^B^ parallel to a-J:)^ The point B^ is at 
present unknown; it will have such a position that, if 
B^B is drawn vertically downwards to meet OA in B, 
B^B must represent JTT. Hence, to obtain the position 
of B^, draw DB^ parallel to OA to meet A^B^ in B^ 
Then OA-^B-^^0 (this way round) is the force diagram 
for the hinge 1. 

Draw 00 parallel to oc, to meet the vertical through 
B^ in G. Then OB^BGO (this way round^ is the force 
diagram for the rod ob. 

The line BC represents the sum of half 
of the rod ob and the weight of the load app] 
M, Hence, drawing A-^m horizontal to meet BO in 
we see that mO represents the weight of the load sup- 
ported at M. 

On measuring the lines m(7, OD, A^B^, 00 we find 
that 

the weight of the load at jJf= '78 TT, 
the tension of HK= -83 F, 
the tension of HL =1-04F, 
the tension of HM=1'60W, 

160. Ex. 5. Two uniform beams HL, KL, of lengths 
7 ft, 6 ins, and 6 feet 6 ins. respectively , and iveigliing 
16 and 12 pounds respectively^ are fredy jointed at X, 
and rest in a vertical plane upon a smooth horizontal 
plane at H and K. A fine light cord MN, of length 
4} feet 8 ins,, is attached at its extremities to the two 
beams at the points M and N which divide LH and LK 
'respectively each in the ratio 2 : 1. Find the tension of 
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the string, the reactions at H and K, and the action at 
the hinge. 

Having constructed the space diagram we proceed 
to find first of all the reactions at H and K, For 
this purpose we consider the equilibrium of the whole 
system as one rigid body. Let the lines HL, LK and 
the verticals through K and H be marked oa, oh, oc, 
od respectively, and let the hinge L be denoted by J. 
Let the verticals through the middle points of HL and 
LK be marked de, ec respectively. 

Draw DE, EC vertically downwards and of lengths 
16 and 12 units respectively. Take away pole 0' and 
construct the sides do\ eo\ co' of a funicular polygon 
corresponding to the pole 0\ Draw the string oo\ 
which completes the funicular polygon, and the line 
O'O parallel to oo' to meet DC in 0. Then CO, OD 
represent the reactions at K and H respectively. 

Now consider the equilibrium of the rod oa alone. 
We may take the weight of the rod as equivalent to 
8 pounds' weight acting at H and 8 pounds' weight 
acting at -K"; also the tension T of the string is equiva- 
lent to §r at H and ^T at L, Hence, bisecting DE in 
m, draw OA parallel to oa to meet in A the hori- 
zontal through m. Then mA represents fT. Produce 
mA to n, making An = ^ . mA, and draw nl vertically 
downwards of length 8 units. Then ODmAnlO (this 
way round) is the force diagram for the rod oa. 

We have completed the figure so as to show the 
force diagram for the rod ob, but this is unnecessary. 

On measurement, we fiind that CO, OD, mn, 01 
are of lengths 15, 13, 5*6, 6*4 respectively; also the 
angle Oln is 62**. 
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Fig. 178. 



Hence the tension of the string and the actions at 
«.nd K are respectively 5*6, 13> 15 pounds' weight; al 
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the action at the hinge L is 6*4 pounds' weight in a 
direction making an angle of 62° with the vertical. 




Fig. 178 a. 

Another method of solving this example is considered 
in the next chapter. 

161. Ex. 6. Four uniform heavy rods are freely 
jointed at their extremities to form the quadrilateral 
framework indicated below, A fine string, connecting 
two opposite hinges, keeps the quadrilateral in a given 
shape, and the whole rests in a vertical plane with the 
rod oc held in a given position. It is required to 
determine the tension of the string. 

Draw A^^, 2B^ to represent the weights of the rods 
oa, oh respectively, and take A the middle point of A^ 
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and B the middle point of ^B^, Draw AO^ BO paralL 
to the rods oa, oh respectively, to meet in 0. 

The weight of the rod od will be represented by som 
straight line 4DD^, drawn so that D is the middle poir 
of 4D^ and OD is parallel to od, and also DiA^ must I 
parallel to the string, and must represent its tensioi 
Hence, to complete the force diagram, draw A^I/. 
vertically upwards, so that ^'-A^ represents the weigl 





Fig. 179. 



Fig. 179 a. 



of the rod od and 1/ is the middle point of 4! A 
Draw lyD parallel to the string to meet in D the lin 
drawn through parallel to od, and let the straigt 
lines through -4^ and 4f parallel to the string, meet th 
vertical through D in D^ and 4 respectively. Thei 
measuring D^A-^^, we have the tension of the string 
The rest of the force diagram can be easily completec 
and the °^^^^^y flt th"* hingres determined. 
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162. Ex. 7. The fraraework indicated below is com- 
posed of fine light rods, freely jointed at their ex- 
tremities, and is at rest under the infl/iience of forces 
P, Q, B, applied as indicated. It ie required to deter- 
m.ine the stresses in the rods, the hinges a and y heimg 
fixed 




This is a framework like those treated of in the 
preceding chapter, but in constructing the force diagram 
we here meet with a difficulty which can be overcome 
by the methods of the present chapter. At every joint 
there are more than two unknown forces, so that we 
cannot at the outset construct the force polygon for 
any joint. 

The reactions at the hinges a and y are in some 
unknown directions which will be denoted by a«, eU 
D.S. T 
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respectively. We can find these reactions in the fo| 
ing manner: 

Consider the trianglee Oj and o^ as one single 
body, and the triangles o^ and o^ as another rigid bo'l 

Draw the straight lines joining the hinges a, j3 T 
^, y. Draw AB, BG, CD to represent the forces P, 
applied in the lines ab, be, cd respectively. 

Divide AB in M, so that AM, MB represent i 
ponents of P through a and /3 respectively ; and di" 
CD in N, so that CN, ND represent components oil 
through j9 and y respectively. These can be done 1 
Art. 72. 

Draw ME, NE parallel to q/3, 0y respectively, to mtl 
in E. Then, by the methods laid down in this cliapta 
EA and DE must represent the reactions of the hingJ 
a and y respectively. 

There is now no difficulty in completing the forcJ 
diagram. EAO,E (this way round) is the force trianglJ 
for the joint eao„ ABO^OiA (this way round) is thJ 
force polygon for the joint abo^^, EO-fi^ for the joini 
eOjO^, O^GO^EO^, for the joint oJ>co^e, etc. 



EXAMPLES XVin. 

1. Three uniform rods KL, LM, MX, of lengths 33 3 
inches respectively, and weighing 20 ounces, 16 ounce"* 2ft o i 
rBHpectively, are freely jointed together at i and J/, a d s\ispe d d ' 
from a fixed )x)int H by meaua of four fine light at ug HE 
SL, HM, HN, of lengths 52, 25, 25, 52 inches respectively. Find 
the tensions of the atringa. 

2. Three uuiform rods KL, LM, MN, of lengths 33, 30, 33 
inches respectively, and weighing 20 ounces, 16 ounces, 20 ounces 
respeetively, are freely jointed together at L and M, and siispendod 
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18k a fixed point H bv means of three fine light strings HK^ 
30,g^, HN^ of lengths 62, 20, 52 inches respectively, the point F 
j^^-j|ig the middle point of LM. Find the tensions of the strings 
p J. the actions at the hinges L and M, 

,^» . Three uniform rods A'Z, LM, MN, of lengths 15, 14, 15 
^1_ hes respectively, and weighing 3, 5, 3 pounds respectively, are 
^^ly jointed together at L and M, and suspended from a fixed 
^ int £[ by means of four fine light strings HK, HL, HM, HN, 
* lengths 20, 25, 25, 20 inches respectively. Find the tensions 
the strings. 

\ t. Two uniform beams ffL, KL, each of length 13 feet, and 

ighing 15 pounds, are freely jointed together at Z, and sup- 

rted from a fixed point M by means of two fine light strings 

ff, MK, each of length 16 feet. A fine light rod RS, of length 

i feet, is freely jointed to the two beams at the points R and S, 

hich divide Lff and LK respectively, each in the ratio 2 : 1. 

^nd the thrust in the cross-rod, the tension of each string, and 

ihe action at the hinge. 

6. Six equal uniform rods, each of weight TT, are freely jointed 
It their extremities to form a regular hexagon ABCDEF. The 
*od AF id supported in a horizontal position, and distortion is 
)revented by a fine light rod, connecting the middle points of 
3C and DE. Find the thrust of the cross rod and the actions 
at the hingea 

6. Four equal uniform rods, each of weight TT, are freely jointed 
together at their extremities to form a rhombus HKLM, The 
rod HK is supported in a horizontal position, and a fine light 
string, equal in length to one of the rods, connects the hinges 
Jd and K. Find the tension of the string and the actions at 
the hinges H and Z. 

7. Two equal uniform rods HL, KL, each of weight TT, are 
freely jointed top'ether at Z, and supported from a fixed point 2i 
by means of tlu fine light strings RM, LM, KM, each equal 
in length to one of the rods. Find what load must be applied 
1^ ^, so that LK may rest in a horizontal position ; determine 

."^o the tensions of the strings. 
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8. Four equal uniform rods, each of weight TV, are freely jointed 
together at their extremities to form a rhombus ffKLM, which 
is supported at ff. A fine light string, in length equal to half 
of one of the rods, connects the middle points of LM and ffM. Find 
the tension of the string and the actions at the hinges K, Z, M. 

9. Work out the preceding example, supposing the string to 
be of length equal to three-quarters of one of the rods, and to 
be attached to the rods LM, HM at points which divide LM, 
HM each in the ratio 1 : 3. 

10. Three uniform rods FG, GH, HK, each weighing 15 pounds 
and of length 25 inches, are freely jointed together at G and H, and 
rest in a vertical plane upon a smooth horizontal table at F and 
K. Two fine light strings FH, GK, each of length 40 inches, 
help to support the framework, and a mass of 90 pounds is placed 
at the middle point of GH, Determine the tensions of the strings. 

11. In the preceding example, determine the tensions of the 
strings when the mass of 90 pounds is placed at a distance of 
6 inches from H, 

12. Two equal uniform rods BC, CD, each of weight W, are 
freely jointed together at C, and connected with a fixed point A 
by means of three fine light strings AB, AG, AD, the first and 
the third being equal in length. The whole system rests with AC 
vertically downwards. Prove that if E is the point where BD 
intersects AC, and F the middle point of AE, then the weight W, 
the tension of the string AB, and the tension of ^(7 are respectively 
proportional to 2.^(7, AB, A,CF, . 

13. Two uniform rods KL, LM, equal in length and weight^l 
are freely jointed together at L, and connected with a fixed point 
H by means of two fine light strings KH, MH, Another fine 
light string connects H with L, and is of such a length that, 
when the strings are all tight, KL and LM are in one straight 
line, and KHM a right angle. The whole is allowed to rest in 
a vertical plane, being supported at H. Prove that, in the position 
of equilibrium, the tensions of the strings HK, HL, HM are 
proportional to HK, 2 . HL, HM respectively, the tension of the 
string HL being equal to the weight of either rod. 
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Prove also that, if the hinge at X is a separate piece to which 
the string EL is attached, the actions between the hinge and 
the rods KL^ ML are respectively parallel to HM^ HK* 

If equal loads are applied at K and if, prove that the tensions 
of the strings HK^ HM are increased in the same ratio, the 
tension of HL remaining the same as before. 

14. Four uniform rods are freely jointed together at their 
extremities to form a quadrilateral framework ABCD, the rods 
AB, AD being equal in length, and each of weight TT, and the 
rods BCy CD equal, and each of weight w. A fine light string 
connects the hinges A and (7, and the whole framework is sup- 
ported at A. The straight line BD intersects AC at E; prove 
that, if T is the tension of the string, 

T-w:W+w=CE:GA. 

15. Four equal uniform rods, each of weight TF, are freely 
jointed together at their extremities to form a rhombus ABGD^ 
which is stiffened by a fine light rod connecting the hinges B and D, 
The whole is supported at A, Show that, if P is the thrust of 
the cross rod, P : 2 W=BD -.AC. 

Show also that the action of the hinge G is JP. 

16. Three equal uniform rods HK^ KL, LM^ each of weight TT, 
are freely jointed together at K and X, and supported by four fine 
light strings FH, FK, GL, QM from two fixed points F and Q, 
which are situated in a horizontal line at a distance apart equal 
to the length of one of the rods. The strings FH^ FK are respec- 
tively equal to GM^ GL^ so that the system occupies a symmetrical 
position of equilibrium with KL horizontal. If S and T are the 
tensions of the strings FE and FK respectively, prove that 

S\\W\T- W=EF:FK : EN, 
N being the point where the straight line EM intersects FK. 

17. Three uniform rods FG, GH, EK, of weights TF, W\ W 
respectively, the two FG^ EK being equal in length, are freely 
jointed to one another at G and XT, and laid in a vertical plane 
upon a smooth horizontal table, the extremities F and K being 
connected by a fine light string. The system takes up a sym- 
metrical position of equilibrium with GE horizontal. Prove that. 
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if T is the tension of the string, 

where L is the point of FK vertically below G. Also, if OL be 
divided in M so that GM:ML= W: W\ prove that FM is parallel 
to the action at the hinge G. 

18. If, in the preceding example, the string is attached to points 
which divide FG^ KH each in the ratio m : w, prove that 

271. T: (m+7i)(Tf + W')^FL : LG. 

19. Four heavy uniform rods a, 6, c, d are freely jointed at 
their extremities to form a quadrilateral framework. A fine light 
string connects the hinges ah and cc?, and the framework rests 
in a vertical plane with the rod d held in a given position. Prove 
the following method for determining the tension of the string : 
Draw TBC vertically downwards, making TB to represent half 
the sum of the weights of a and 6, and EG half the sum of the 
weights of 6 and c. Let the straight lines through B and C, parallel 
to the rods h and c respectively, meet in 0. Draw TA and OAy 
parallel to the string and the rod a respectively, to meet in A, 
Then AT represents the tension of the string. 

20. HKL is a fixed upright beam, the point H being at the 
bottom. Two horizontal uniform beams HM^ KN are freely 
jointed to the fixed upright at the points iJand K^ and a vertical 
beam MN is freely jointed to the horizontal beams at the points 
M and N. The rectangular shape of HMNK is preserved by means 
of a fine light string connecting M with Z, the whole system 
resembling a gate. Show that, if T is the tension of the strings 

IFi the weight of HM, w of JOT, and W^ of KN, then 

T: i(^i+ W^)+w==LIf: Iff. 

Show also that the actions at the hinges K and N are both 
vertical ; also that, if G be taken in MN such that 

MG:ffL^iW^:i{Wi+W^)+w, 

then HG is the line of action of the constraint at ff, which is of 
magnitude R such that 

R:iW^=HG:GM. 
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SOME MISCELLANEOUS PEOBLEMS. 



163. Ex. 1. Two rods AB, AG, of given lengths and 
of no appreciable weight, are smoothly jointed together 
at A, and rest in a vertical plan^ upon a smooth 
horizontal plane at B and C, the points B and C being 




Fig. 181. 




connected by a fine light string of given length. From 
a given point E of the rod AC is suspended a mass 
of given weight W, It is required to find the tension 
of the string, the action at A, and the pressures at 
B and C. 
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The data are sufficient to enable us to construct the 
space diagram. Let R and 8 be the reactions at B and 
C respectively, T the tension of the string, Q the 
mutual action of the hinge on either rod. 

The rod AB is in equilibrium under the influence of 
forces acting only at its extremities. It is therefore 
in a state of direct compression or tension. Therefore 
the mutual action between the rods at -4 is in the 
line AB. 

Thus the rod AC ia in equilibrium under the influence 
of four forces whose lines of action are all known, but 
the magnitude of only one. We have, therefore, an 
example of Art. 103. 

Draw FQ vertically downwards, making it W units 
of length, and mark the vertical through E with the 
letters fg. Let the line BA and the horizontal and ver- 
tical through C be called gh, hk and kf respectively. 
Draw the straight line fh from C to the point of inter- 
section of fg and gh. Draw FH, OH parallel to fh, 
gh respectively to meet in H, and HK horizontal to 
meet FO in K, 

Then FOHKF (this way round) is the force polygon 
for the rod AG^ the forces Q, T and S being represented 
by OH, HK and KF respectively. 

Also OKHO (this way round) is the triangle of forces 
for the rod AB, so that OK represents R. 

Otherwise: We may break up W into two forces 
acting at A and C, and proceed as in the preceding 
chapter. 

164. Ex. 2. AB and AG are two rods of no appreci- 
able weight, smoothly jointed at A, and resting at B 
and G upon a smooth horizontal plane. A fins string 



SOME MISCELLANEOUS PEOBLEMS. 



297 



connects the point F of the rod AB ivith the point 
of the rod AC, TIte rod AB is loaded at D with a 
mass of given weight W^, and the rod AC is loaded at 
E with a mass of given weight W^, It is required to 
find the tension of the string, the reactions at B and C, 
and the action at A. 
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Fig. 182 a. 



First, consider the equilibrium of the two rods to- 
gether as one system. Let the verticals through 
D, E, (7, B be marked hhy kl, Im, mh respectively. Take 
HKy KL to represent Tfj and W^ respectively. Take any 
pole 0, and from any point in rah draw oh parallel to 
OH. From the point of intersection of oh and hk draw 
ok parallel to OK. From the point of intersection of 
ok and ki draw ol parallel to OL, Draw the straight 
line OTTb, joining the point of intersection of ol and Im 
with the point of intersection of oh and hm. This com- 
pletes the funicular polygon. Draw OM parallel to om 
to meet HL in M. Then LM, MH represent the reactions 
at C and B respectively. 
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Now consider the equilibrium of the rod AB alone. 
The forces acting on it are the known forces along rah 
and hky the tension T of the string in the direction FO, 
which we mark kn, and the unknown action at ^ in 
some line which will be denoted by nm. Draw KN 
parallel to kn. Then the force polygon will be MHKNM 
(this way round), where at present the point N is un- 
known. The pole now gives an awkward figure; 
we therefore take a new pole 0\ Starting from Ay 
we draw the strings o'rrh^ o% o'k of the funicular 
polygon, which we complete by drawing the string o'n 
from A to the intersection of o'k and kn. Draw (/N 
parallel to o'n to meet KN in N, Then, joining MJf, 
we complete the force polygon. KN represents the 
tension of the string, and NM the action of the hinge 
upon the rod AB. 

The force polygon for the rod AC is KLMNK (this 
way round). 

165. Ex. 3. Four rods, of no appreciable weight, are 
freely jointed together at their extremities to form the 
qvAidrilateral ABCD. The framework is stiffened by 
another light rod smoothly hinged to the point E of 
the rod AB, and to the point F of the rod AD, 
Equal forces P are applied at A and C in opposite 
directions along the line AC. It is required to find 
the stress in the cross rod, and the actions at the hinges. 

The three rods BC, CD, EF are in equilibrium under 
the influence of forces acting only at their extremities. 
They are therefore in a state of direct compression or 
tension. Thus the actions at B and D are in the lines 
BC, CD respectively, and the actions at E and F are 
both in the line EF. 
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Let EF produced both ways meet GB produced and 
CD produced in L and M respectively. Then, consider- 
ing the equilibrium of the rod AB, we see that the 
action of the hinge A upon this rod is in the line AL^ 
Similarly the action of the hinge A upon the rod AD 
is in the line AM. 




->J/ 




Fig. 183. 

Now let the space inside the triangle LMA be denoted 
by Oi, and the space within the triangle LMG by Og.^ 
Also let the space outside the figure and to the right 
of -4(7 be denoted by h, and the space outside the 
figure and to the left of -4(7 by k. 

For the equilibrium of the joint (7, we have the 
triangle KHO^ (this way round), in which KH re- 
presents P, and -ff O2, iTOg are parallel to the lines ho^, ko^ 
respectively. 

For the equilibrium of the rod AB we have the 
triangle KO^O^K (this way round), in which 0^0^, KO^ 
are parallel to the lines o^o-^^, ko^ respectively. 

Hence, joining 0-JI, the triangle HO^O^H must be the 
triangle of forces for the rod AD, so that O-JI must be 
parallel to the line o-Ji. 
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Also, if we consider the equilibrium of the hinge 

alone at A, the triangle of forces is HKO^H (this way 
round). 

The student will see that the force diagram is the 
same as for the equilibrium of rods LA, AM, MC, CL, 
stiffened by a rod LM, and under the same external 
forces P, applied at A and G, 

166. Ex. 4. Four rods, of no appreciable weighty are 
freely jointed together at their extremities to form the 
quadrilateral ABCD. The frameivork is stiffened by 
another light rod, connecting the hinge D with a point 
E of the rod BC, Equal forces P are applied at A 
and C in opposite directions along the line AC. It is 
required to determine the stress in the cross rod. 




Fig. 184. 



Fio. 184 a. 



This, of course, can be worked out in the same way 
as the preceding problem, of which it is a particular 
case, but as we require only the stress in the cross rod, 
we may proceed as follows: 
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Draw a line XY intersecting the three rods ABy ED,. 
DC in F, G, H respectively, and consider the equilibrium 
of the portion FBEGHG as a rigid body. The three 
rods intersected are all in a state of direct compression 
or tension. 

The external forces acting upon this part of the 
framework are: the force P at G, and the actions at 
F, G, Hy which are in the lines AB, ED, DC respectively. 
The force P and the action at G must balance the 
actions at F and H, Find L and M, the points of inter- 
section of AC, ED and BA, CD respectively. Then LM 
must be the line of action of the resultant of the force P 
and the action at G. 

Hence, drawing al3 to represent the force P acting 
at G, let straight lines through a and )8, parallel to ED 
and LM respectively, meet in y. Then ya represents 
the action of the portion DG upon the portion GE, thu» 
determining the stress in the rod ED, and showing 
whether the rod is a, tie or a, strut 

The method is applicable even if the point M ia 
inaccessible, for we only require the direction of LM, 
and we can draw the straight line from L towards the 
inaccessible point of intersection of AB and CD. 

In appljdng this method care must be taken to inter- 
sect only such rods as are acted upon by forces at their 
extremities only. 

EXAMPLES XIZ. 

1. Two rods AB and AG, each of length 2 feet 3 inches and 
of no appreciable weight, are smoothly jointed together at A, 
and placed, in a vertical plane, with B and C on a smooth hori- 
zoutal plane* The points B and C are connected by a fine string. 
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of length 2 feet 8 inches, and from a point E of the rod AC^ 
distant 1 foot from (7, is suspended a mass of 30 pounds. Find 
the tension of the string. 

2. AB and AC are two equal rods, of no appreciable weight, 
smoothly jointed together at A^ and resting in a vertical plane 
upon a smooth horizontal plane BC, i) is a point in AB such that 
AD=\AB, and ^and F b^tq points in ^C'such that AE^EF=^FC, 
A fine string connects B with F^ and is of such a length that the 
angle A is 60°. Find the tension of the string when a mass of 
60 pounds is suspended from E, Determine, also, the magnitude 
of the action at A, 

3. AB and CD are two rods, each of length 4 feet and of no 
appreciable weight, freely jointed together at (7, the middle point 
of AB. A fine string, 5 feet long, connects A and i>, and the whole 
rests in a vertical plane upon a smooth horizontal plane AD, a mass 
of 100 lbs. being suspended from B. Find the tension of the string 
AD and the thrust in the rod CD. 

4. Solve Ex. 5, Art. 160, by the method explained in Art. 164. 

5. A BCD is a rhombus formed by four rods, of no appreciable 
weight, freely jointed together, and the figure is stiffened by 
another rod, of inappreciable weight and of half the length of each 
side of the rhombus, jointed to the middle points of AB and AD. 
If this framework is suspended from A, and a mass of 100 pounds 
attached to it at (7, find the thrust of the cross rod. 

6. ABCD is a rhombus formed of four rods, of no appreciable 
weight, loosely jointed together, so that ABD and BCD are equi- 
lateral triangles. The framework is stiffened by another light rod 
DE, connecting D with the middle point of BC. If this framework 
is suspended from A, and a mass of weight W attached to it at (7, 
find the thrust of the cross rod. 

7. In the example of Art. 163, the vertical through E meets BC 
in X, and the straight line through (7, drawn perpendicular to 
AB, meets EX in Y. Prove that 

W: T :R:S :Q=BC : YX :CX :XB : Cr. 

8. In the preceding example, suppose that the weight of the mass 
is given, but that the point E may be anywhere in AC. Show that 
the tension of the string varies as CE. 
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9. Two rods AB and A (7, of no appreciable weight, are smoothly 
jointed together at Ay and rest in a vertical plane upon a smooth 
horizontal plane at B and (7, the point B being connected with a 
point D in AC hy a, fine string. From a point E of the rod AC 
is suspended a heavy body. The vertical through E meets BC 
in X, and straight lines through X and (7, perpendicular to BD 
and BA respectively, meet in T. Prove that the weight of the 
body, the tension of the string, and the stress in ^^ are pro- 
portional to BC, XT, CT respectively. 

10. Four rods, of no appreciable weight, are freely jointed 
together at their extremities to form a quadrilateral ABCD, such 
that AB is parallel to DC, The framework is stiffened by another 
light rod connecting the hinge D with a point E of the rod BC. 
Equal forces P are applied at A and C in opposite directions in 
the line AC, which intersects ED at the point F, Prove that, if 
T is the stress in the rod ED, then 

T:P=DF:FC 
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167. Suppose that a rigid body rests in equilibriu 
against a rough surface at one point j being acted up( 
by a given system of forces in one plane, in additic 
to the resistance of the surface. 




FiQ. 186. 

Let the body rest against the surface at P. 

Draw PN, the normal, away from the surface at J 
Make angle i\rPi = angle of friction (X) = angle NPL 

Then the total resistance at P can be of any magn 
tude, but must act in a direction intermediate to P 
and PL\ For equilibrium, then, it is necessary an 
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sufficient that the resultant of the given system of 
forces should pass through P and be in a direction 
intermediate to LP and UP, 

168. For example, suppose it is required to support 
a given heavy rod in a given position with one end 
resting against a given rough inclined plane, by 
applying at some point of the rod a force in a given 
direction. 





Fig. 186. 



Fig. 186 a. 



Let AB be the rod resting against the plane at B, 
Draw BL and BL\ making the angle of friction on 
either side with the normal drawn away from the 
plane at J5, Let the vertical through 0, the centre 
of gravity of the rod, meet BL, BL in L and L' 
respectively. 

Draw LM and LM each parallel to the given direc- 
tion of the applied force, to meet AB in if and M' 
respectively. Then the force must be applied at some 
point between M and M\ 

For, the only external forces acting on the rod are 

its weight (TF), the total resistance of the plane (i2), 

and the applied force (F\ The lines of action of the 
D.s. u 
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first two of these forces intersect at a point between L 
and L\ Hence the line of action of F must pass 
through some point between L and L\ Thus, for 
equilibrium, it is necessary that the force F should be 
of suitable magnitude, and should be applied at some 
point H between M and M, 

For any given point H between M and M' we can 
determine the magnitude of the applied force, and the 
total resistance at B. Draw HO in the given direction 
of the applied force, to meet LL in 0. Then BO must 
be the line of action of iJ. 

Draw c3tjS to represent the weight of the rod, and let 
straight lines be drawn through a and jS parallel to OB 
and HO respectively, to meet in y. Then jSyrepresents 
the force F, and ya the force 22. 

It will be seen that we have taken the inclination 
of the plane as greater than the angle of friction. If 
the inclination is less than the angle of friction, the 
vertical through will not meet BL above B. In 
this case the point may have any position above L 

169. In the preceding article, we have said that, 
for equilibrium, it is necessary that the force F should 
be applied at some point -ET between M and M\ This, 
however, is not the only condition of equilibrium. We 
have to take into account another consideration; — ^the 
resistance at B must be in direction BO and not OB, 
It is necessary, therefore, to examine the direction 
arrows in the triangle ajSy, and see that ya indicates 
a push at B and not a pull,^ 

For instance, suppose that M' lies in AB produced, 
the inclination of the plane being greater than the 
angle of friction. It will be found that, if H is taken 
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anywhere except between jB and M\ the triangle of 
forces indicates that a pull would be required at 5; 
and, as the force F cannot be applied at a point in 
AB produced, it follows that in this case the rod 
cannot be supported. 

170. A rigid rod AB, whose centre of gravity is at 
0, rests against a rough horizontal plane at A, and 
a rough verivM wall at B, The angles of friction 
between the rod. and the ground, and between the red 
and the wall are X and X respectively. It is required 
to coTisider the conditions of equUibHum wheai any 
system of forces is applied, to the rod. 




«^--~^ 




Fig. 187 a. 

Let AMy BN be drawn normals to the ground and 
.wall respectively. Draw AK, AK\ each making with 
AM^ on opposite sides an angle X, and draw BL, BL\ 
each making with BN on opposite sides an angle X'. 

The total resistance at A may be of any magnitude, 
but must act within the angle KAK\ and the total 
resistance at B may be of any magnitude, but must 
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act within the angle LBL\ Hence the lines of action 
of the total resistances at A and B intersect at some 
point within the quadrilateral KLK'U, If it is possible, 
these resistances will be so adjusted as to produce 
equilibrium. Hence, for equilibrium, it is necessary and 
sufficient that the resultant of all the other forces 
acting on the rod should be a force whose line of 
action intersects the quadrilateral KLK'L\ and whose 
direction is such as to produce pressures at A and B. 

The limits to the direction of this resultant force are 
determined iu this way : Let OP represent the resistance 
at Ay and PQ the resistance at B. Then QO must 
represent the resultant of all the other forces acting^ 
on the rod. The point P lies anywhere within the 
angle I0l\ where Oi, OU are drawn in the directions of 
AL, AL' respectively; and the point Q lies anywhere 
within the angle A:PA:', where Ph, Pk' are drawn in the 
directions of BK, BK' respectively. Hence, drawing Om 
in the direction of Pk, we see that the only limitation 
upon the position of the point Q is that it must be 
somewhere within the angle raOl. Hence the resultant 
of all the forces acting on the rod, other than the 
resistances at its extremities, must be intermediate in 
direction between KA and KB, 

171. If the only forces acting on the rod are its 
weight and the resistances at its extremities, then, for 
equilibrium, it is necessary and sufficient that the ver- 
tical through G should intersect the area KLK'L\ If 
is vertically below L, the equilibrium is limiting, and 
the actions at A and B are then along AL and BL 
respectively, and are determinate. In other cases these 
resistances cannot be found. 



FRICTION. 



309 



Fig. 187 represents a possible position of equilibrium, 
^8 the vertical through intersects the area KLK'U, 

Let w be the weight of the rod, and let the vertical 
through L meet AB in H» Then it is clear that if any 
load be applied to the rod at a point between A and H, 
equilibrium will not be disturbed. If, however, a load 
W be applied at a point J between -0" and B, equilibrium 
will, or will not, be disturbed, according as the resultant 
of w and W acts above or below H, 

172. Let the point J be given, and suppose it is 
required to determine the greatest value of W con- 
sistent with equilibrium. We may m^ccsure GH and 
HJy and find W from the equation 

W_OH 

Or, we may obtain the same result as follows: 




Fig. 188. 



Draw ajS to represent w, and let two parallel lines 
through a and /3 meet the verticals through J and -0" in 
a and /3' respectively. Produce a^' to meet the vertical 
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through G in y, and draw y'y parallel to a'a to meet a^ 
produced in y. Then )Sy represents W. 

For any smaller load applied at J, the equilibrium 
will not be broken, and for any larger load equilibrium 
will be impossible. 

173. Again, let W be given, and let it be required 
to find the extreme position of J consistent with 
equilibrium. 

Here we can measure GH, and find HJ from the 

,. HJ w 

equation GH^W' 

Or, we may obtain the same result as follows: 
Draw a)S, )Sy to represent w and W respectively, 
and let two parallel lines through )S and y meet the 
verticals through H and G in j8' and y respectively. 
Produce y^ to meet the parallel through a in a\ and 
draw a J in a vertical direction to meet AB in J. 

If the load be placed below /, the equilibrium will 
not be broken ; if above /, equilibrium will be impossible. 

174. Suppose that a body rests in equilibrium against 
a rough inclined plane, a flat portion of the surface of 
the body being in contact with the plane. Let it be 
acted upon by a given system of forces, all situated in 
the vertical . plane through a line of greatest slope of 
the inclined plane, these forces being in addition to the 
resistances of the inclined plane, which prevent the body 
from either penetrating, or slipping along, the inclined 
plane. 

The resultant resistance of the plane now acts at some 
point within the portion of the plane in contact with 
the body, and makes an angle with the normal at that 
point not greater than the angle of friction. 
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Hence, for equilibrium, it is necessary and sufficient 
that the resultant of the given system of forces should 
act totvard8 the plane, and intersect the body at a point 
within the extreme limits of the surface in contact, and 
that it should not make with the normal to the plane 
an angle greater than the angle of friction. 

If the resultant of the given system of forces acts 
along a line outside the figure formed by a string 
drawn tightly round the portion of the body in contact 
with the plane, the tendency of the forces is to overturn 
the body. If the resultant of the given system of forces 
makes an angle with the normal greater than the angle 
of friction, the tendency is to make the body slip along 
the plane. 

175. For instance, consider the following problem: 

A lamina of given shape, and of weight W, rests with 
a straight edge AB in contact with a rough inclined 
plane, B being above A, It is supported by a force 





Fig. 189. Fio., 189 a. 

applied in a given direction at a given point G, This 
force is gradually increased until motion ensues. It 
is required to find whether the lamina slips or topples 



over. 
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Let CD be the line of action of the force applied at C 
in a direction tending to move the body up the plane. 
Let G be the centre of gravity of the body, and let 
the vertical through Q meet DC produced (if necessaiy) 
in 0* Draw ON normal to the plane and Off, making 
with ON the angle of friction, such that NH is up the 
plane. 

If H lies within AB, the body will slide ; if without^ 
the body will topple over round B. 

For, draw a^ to represent W, and let straight lines 
be drawn through a parallel to OH, OB to meet a line 
through )S parallel to CD in y and S respectively. If 
the force applied at G is increased until it has a 
value represented by )Sy, the body will be just on the 
point of sliding; if it is increased until it has a 
value represented by ^S, the body will be just on the 
point of toppling over. To ascertain what actually 
takes place, we have merely to see which is the smaller, 
0y or ^S ; and, clearly, j8y will be less or greater than 
I3S according as H lies within or without AB. 

176. Ex. 1. A and B are two fiooed pegs, B being at a 
higher level than A, and a heavy rod rests on B and, 
passes under A, The angle of friction between the rod 
and the pegs being the same for both, it is required to 
determine the conditions of equilibrium. 

Let a be the inclination of AB to the horizon, X the 
angle of friction. 

Draw AM, nBN, the normals at A and B respectively. 
Make angle Z^ililf =X = angle MAK\ Also draw LBl, 
L'Bl\ making each an angle X with nBN, and let Bl 
meet AK' in -Ef, as in the figure. Draw BFG vertically 
downwards, meeting AK' in F, Then angle OBn=a> 
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The resistance at A acts in a direction intermediate 
to AK and AK\ That at B acts in a direction inter- 
mediate to IB and VB. Hence the lines of action of 
these two resistances intersect at a point within the 
area IHK\ and equilibrium is possible only when the 
line of action of the resultant weight of the rod inter- 
sects the same area. 




Si' 



Fig. 190. 



I. Let a be < X. Then BQ is within the angle IBn, 
so that FO divides the area IHK' into two parts. The 
line of action of the weight of the rod must not fall 
within the area IHFG, otherwise it would be necessary 
for the peg at -4 to pvll instead of press the rod. 
Hence, for equilibrium, it is necessary and sufficient 
that the vertical through the centre of gravity of the 
rod should intersect the area GFK\ Thus the rod will 
rest with its centre of gravity anjrwhere above B. 
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XL Let a be > X. Then BO is without the angle IBn, 
In this case equilibrium will always, exist so long as 

the line of action of the resultant weight of the rod 

intersects the area IHK\ 
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Fig. 191. 



Hence, if the vertical through H meets AB in X, 
equilibrium will exist so long as the centre of gravity 
of the rod is not below Z. 

177. Ex. 2. A uniform heavy beam rests with one 
end against a vertical wall and the other on the ground^ 
being inclined to the wall at an angle of 45°. Gompa/re 
the least horizontal forces which, applied to the foot of the 
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beam, will move it towards or from the foot of the wall, 
the coefficients of friction being J for each end of the 
beam. 

Draw AB to represent the beam inclined at an angle 
of 45° to AD, which represents the ground, and to 
BD, which represents the wall. (For figure, see next 
page.) 

Let the normals at A and B intersect at iV, and draw 
AH and AK, intersecting BUT in E and F respectively,, 
where EN^\AN=NF. Then 

angle -H-4iV = angle of friction = angle NAK, 

Similarly, make 

angle HBN =8ijigle of friction = angle NBK, 

Then the lines of action of the total resistances at 
A and B intersect at some point within the shaded area 
of the figure. 

Let the vertical through the middle point of the beam 
meet the horizontal through A in 0. Let W be the 
weight of the beam, and suppose it is at rest when a 
force X is applied at j4 in a horizontal direction towards- 
the wall. 

The line of action of the resultant of X and W 
passes through 0, If it is possible for the resistances at 
A and B to adjust themselves so as to balance the 
resultant of X and W, they will do so. Hence, for 
equilibrium, it is necessary and sufficient that the line 
of action of the resultant of X and W should pas& 
through the shaded area. Thus the line of action of 
the resultant of X and W must lie between the positions 
HO and KO. If it is beyond these limits, the beam 
slips; if it is along HO, the beam is on the point of 
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slipping towards the wall ; if along KO^ the beam is on 
the point of slipping away frovn the wall. 




Fig. 192. 

Draw a)S vertically downwards to represent TT, and 
draw straight lines through a parallel to HO, KO to 
meet the horizontal through ^ in y and 8 respectively. 
Then jSy, ^8 represent the greatest and least values 
of X consistent with equilibrium. 

On measurement, we find that ^y is 5 J times as long 
as jS^, therefore the force necessary to move the beam 
towards the wall is 5 J times as great as the force 
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necessary to prevent it from slipping away from the 
wall. 
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178. Ex. 3. A ladder is placed with one end on a 
rough horizontal plane and the other against a rough 
vertical wall; jind^ by geometrical construction, the 
limiting position of equilihrium, being given the co- 
ejfficients of friction and the centre of gravity of the 
ladder. 

If an additional load be placed at any point on the 
ladder, in this limiting position, find whether the equi- 
librium will be disturbed or not 

We will assume a position of limiting equilibrium, 
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and postpone for the present any attempt to draw the 
figure to scale. 

Let AB represent the ladder, resting against the 
ground AD at A and the wall BD at B. Let O be 
the centre of gravity of the ladder, /jl and j/ the co- 
efficients of friction for the ladder and ground and for 
the ladder and wall respectively. Then /jl and /jf are 
known fractions, and the lengths of AG and 6B are 
known. 




Fig. 193. 



Let the normals at A and J5 int^tsect at N. Suppose 
that HAO is taken equal to the angle of friction for 
the end A, and NBQ. the angle of friction for the end B^ 
the first angle being measured from NA towards thfe 
wall and the second upwards from NB. Then^ as the 
liadder is in limitiTig equilibrium, the vertical thrpugh 
must pass through 0.. Let the vertical through A meet 
the horizontal through in E and BO produced in F. 
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Then EAOy^EOFax^ the angles of friction for the. ends 
A and i? respectively. 

■.\ EO^fi^EA and EJ^fi.EO. 
Also . FOiOB^AOiOB. 

Hence we have the following method for constructing 
the figure: 

Take any straight line EA vertically downwards. 
Through E draw EO in a horizontal direction equal 
to IX . EA, and produce AE to F, making EF—^i! . EO, 

Produce FO to J5, making the ratio FO:OB equal 
to the known ratio AG : OB, Then AB may be taken 
to represent the ladder. 

In the construction indicated above, EA is taken of 
any suitable length, without reference to a scale, and 
the line AB is constructed, its length depending upon 
the length chosen of EA, We can then choose our 
scale so that AB may represent the known length of 
the ladder; or, if this is inconvenient, we can draw 
another figure, similar to the figure obtained, com- 
mencing with AB, which is first drawn to scale. 

If an additional load be placed on the ladder between 
A and (?, the resultant weight of ladder and load will 
act along a vertical line to the left of 0, and therefore 
the equilibrium will not be disturbed. 

If, however, an additional load be placed on the 
ladder between G and JS, the resultant weight will act 
along a vertical line to the right of 0, and therefore 
eqtiilibrium will become impossible. 

179. Ex. 4. The, uniform square lamina A BCD rests 
vertically with the side BC upon a horizontal plane, 
c6effi,cient of friction |, and has a fine strimj attached 
at D and passing over a small smooth peg at the point 



E in BA produced till EA ie equal to AB. If (A« 
Btring be puUed, find the greatest force wltich can be 
applied, consistent with eqv/Uibritvm, and wheth&r the 
initial motion of the lamvna will be tilting o 




Let W be the weight of the lamina, and G its centre 
of gravity. Let the vertical through G meet AV in F 
and DE in 0; join BF and BO. 

The point F bisects AD, and therefore AF=^AB. 
Hence ABF is the angle of friction. 

Take afi vertically downwards to represent W, and 
draw j8y, a straight line of unlimited length, parallel 
to DE. 
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If the point y be taken so that ay is parallel to -FJ5, 
the straight line /8y will represent the pull of the string 
when the lamina is on the point of sliding. If y be 
taken so that ay is parallel to OB, then fiy will repre- 
sent the pull of the string when the lamina is on the 
point of tilting round B. As FB is inclined to the 
vertical at a greater angle than OB, it follows that the 
second of these alternatives gives the shorter value of 
^y. Hence the initial motion is one of tilting. 




Fio. 194 a. 



Also, drawing ay parallel to OB, we find, on measure- 
ment, that ^y='35 of aji. Therefore, the greatest value 
of the applied force, consistent with equilibrium, is 
•36 F. 



EXAMPLES XX. 

1. A uniform beam AB, whose length is 12^ feet, rests with 
one extremity ^ on a rough horizontal plane AC, and is kept 
from falling forwards by a fine cord BC, 20 feet long, whose 
extremity is attached to a fixed point C in the plane, directly 
behind the beam. If the beam is on the point of slipping when 
AC=AB, find the coefficient of friction. 
D.S. X 
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2. A uniform beam of weight W, laid on a horizontal plane, 
can be just moved in its own direction by pushing it with a 
horizontal force '68 W, Find the least force which can move it 
in its own direction, and determine the direction of this force. 

If the beam be pulled by a gradually increasing force applied 
by a fine string attached at one end A, determine the least 
inclination of the string to the horizon, in order that A may be 
raised from the ground. 

3. A uniform ladder 70 feet long is equally inclined to a 
vertical wall and the horizontal ground, both rough ; a man, 
ascending the ladder, weighs with his burden 2 cwt., and the 
ladder weighs 4 cwt.; how far up the ladder can the man ascend 
before it slips, the coefficient of friction for the ladder afid wall 
being j^, and for the ladder and ground J? 

4. A ladder AB, 15 feet long, rests against the ground at A 
and against a rough vertical wall at B, the coefficients of friction 
at A and B being f and ^, respectively ; the centre of gravity, 
G, is 6 feet from A : find the inclination to the horizon at which 
the ladder will be just about to slip. 

5. If the ladder of the preceding question is placed so that 
the distance of A from the wall is twice as great as the distance 
of B above the ground, and a boy, whose mass is one-fifth of that 
of the ladder, ascends it in this position, how far will he be 
able to go before the ladder begins to slip? 

6. A uniform ladder rests between a vertical wall and the 
horizontal ground, both rough; if the coefficient of friction for 
the ladder and wall is ^, and for the ladder and ground ^, find 
the angle which the ladder makes with the ground when it just 
begins to slide. 

7. A rectangular block ABCD, whose height is double its base, 
stands with its base AD on a rough floor, coefficient of friction 
J. If it is pulled by a horizontal force at C till motion ensues, 
determine whether it will slip on the floor or begin to turn over 
round D. 

8. A uniform cubical block is sustained on a rough inclined 
plane by a fine string, which is parallel to the plane, and is 
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attached to the middle point of the upper edge of the cube, 
which is horizontal. The string lies in the vertical plane which 
<;ontains the centre of the cube, and which is perpendicular to 
the inclined plane. The angle of friction being given, show how 
to determine the greatest inclination of the plane consistent with 
equilibrium. 

Show that the greatest inclination is such that the ratio of 
the height of the plane to its base is l + 2fi : 1, where fi is the 
coefficient of friction. 

9. A heavy rigid beam rests against a rough horizontal plane 
and against a rough vertical wall, the vertical plane through the 
beam being at right angles to the wall. Show that if the beam 
is inclined to the vertical at an angle less than the angle of 
friction for the beam and the ground, equilibrium cannot be 
broken, whatever loads be applied to the beam. 

10. A heavy ladder is placed in a given position between a 
vertical wall and the horizontal ground, both being equally 
rough ; a workman of given weight ascends the ladder with a 
given load, show how to determine by a geometrical construction 
whether the ladder will slip. 

11. In Example 3, Art. 178, show that, if the ladder is uniform, 
BD:DA = l-fifi':2fi. 

If, in addition, fi=fi, show that the limiting inclination of the 
ladder to the vertical is twice the angle of friction. 

12. A ladder AB, whose centre of gravity is at G, rests against 
a rough horizontal plane at A^ and a rough vertical wall at Bj 
the coeflScients of friction for the ground and the wall being 
jjL and fi' respectively. Show that, ii AG is less than fx/x . BG, the 
ladder will rest at any inclination to the wall. 

13. A uniform ladder rests in limiting equilibrium against a 
rough vertical wall and rough horizontal ground. Show that a 
man can ascend to the top of the ladder, while in this position, 
provided that a man, of not less weight than himself, stands on 
the ladder at the bottom. 

14. A ladder, loaded in any manner, rests against a rough 
vertical wall and rough horizontal ground, being prevented from 
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slipping by means of a force applied at the foot of the ladder. 
Show that slipping is most easily prevented by applying the 
force downwards at an inclination to the ground equal to the 
angle of friction between the ladder and the ground. 

15. A heavy rectangular block A BCD rests with AB on the 
ground ; a fine string is attached to the comer C, and pulled 
round a fixed smooth peg P, situated vertically over D, till motion 
ensues. All particulars being given, obtain a geometrical con- 
struction for determining the least height for the peg P, if the 
block is to begin to revolve round A, without slipping along the 
ground. 



ANSWERS TO THE EXAMPLES. 



EXAMPLES L 

1. (L) 7 pounds' weight ; 21|° ; 
(ii) 7 pounds' weight ; 38^° ; 

(iiL) 7 pounds' weight ; 21|°. 

2. 3*46 pounds' weight, parallel to AB^ through the intersection 

of FB and AE. 

3. 3 pounds' weight, acting through C in direction AB, 3 pounds' 

weight, acting through C in direction perpendicular to CA, 

4. 56 pounds' weight, acting along the perpendicular from A 

upon BC, 

5. 264*6 pounds' weight, acting at an angle of 19° with the first 

force. 

6* 22*69 pounds' weight, acting at an angle of 73^° with the first 
force. 

7. The other component is a force of 7 pounds' weight, acting at 
an angle of 81 1° with the given component. 

& 47^. 

9, 29*8, 45*9 pounds' weight. 

10. 3 or 6 pounds' weight. 

11. 11 or 24 pounds' weight. 

12. An equal force, acting along the bisector of the angle between 

the given forces. 

30. OBiOA, 
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EXAMPLES n. 

1. 173-2, 200, 173-2 pounds' weight. 360*6 pounds' weight, acting 

at an angle of 46" with AB, 

2. 0. 

3. 0. 

4. A force represented by twice AC. 

6, 7-65 P, within the angle BOC, in a direction 53^° with OC. 

6. 5. 

7. 275 pounds' weight in direction BA. 

8. 3*73, in the direction of the force 2. 

9. P=3-80, §=612. 

10. 2*64, in a direction making 106° with the force 3. 
U. P=l-732 = §. 

12. 7 pounds' weight, acting at an angle of 21|° with the middle 

force. 

13. 7 pounds' weight, acting at an angle of 38j° with the first 

force. 

14. 17 pounds' weight, acting at an angle of 28° with AD, 

15. 1-27. 

16. 4*09 pounds' weight, acting at an angle of 83° with BC, 

17. 7 pounds' weight, acting along OD, 

18. 105 pounds' weight, acting along OF, where i^^ is in AB at a 

distance of 3 inches from B. 

19. 42*77 pounds' weight, acting at an angle of 70^° with the first 

force. 

20. 7-89. 

21. 13-2 pounds' weight ; 46|°. 

22. 1*155. 

23. (i.) The forces cannot be arranged so as to produce equi- 

librium. 

(ii.) 135°; (iii.)90°; (iv.) 120°; 

(v.) 120°; (vi.) 60°. 
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EXAMPLES in. 

1. 21*6, 6'4 pounds' weight. 

2. 11 : 7. 

3. 12, 16 pounds' weight. 

4. 150 pounds' weight each. 

5. 78, 60 pounds' weight. 

6. 253, 91 pounds' weight. 

7. 34, 20 pounds' weight. 

8. P=60 pounds' weight ; the tension of each portion of the 

string =60 pounds' weight. 

9. Tension in BC=25 pounds' weight = tension in CA, 
Tension in ^5=16*21 pounds' weight. 

Each of the applied forces =39*2 pounds' weight. 

10, Force applied at 5=61 pounds' weight. 

Tensions in BC, CA, ^5=40, 68, 13 pounds' weight respec- 
tively. 

Action at ^ = 75 pounds' weight, in direction perpendicular 
to BC. 

11, 33 pounds' weight. 

12, 35 pounds' weight, 13 inches. 



EXAMPLES rV. 

1. 45 pounds' weight, 75 pounds' weight, 75 pounds' weight in 

direction AB, 
120 pounds. 
19^° or 53° downwards from the horizontal. 

2. In AC, Si thrust equal to the weight of 2*63 cwt.; and in BC, a 

tie equal to the weight of 1*75 cwt. 
A force equal to the weight of 9 cwt., acting in a direction 

perpendicular to AC and downwards. 
15-2 cwt. 

3. 64'66 pounds' weight. 
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4. In each side of the rhombus, tension of 84*66 pounds' weight 
In the cross rod, thrust of 127*0 pounds' weight. 

6. 76*92 pounds* weight. 

6. 31*6 pounds' weight. 

7. AC is vertically downwards ; the tensions of the sides of the 

parallelogram are 80, 60, 80, 60 pounds' weight respectively ; 
the thrust in BB is 124 pounds' weight. 

8. AC IB vertically downwards ; the tensions of the sides of the 

parallelogram are 40, 30, 40, 30 pounds' weight respec- 
tively ; the thrust in BD is 34 pounds' weight. 

9. 'MN' is vertically downwards, and the rod is inclined at an 

angle of 65^° to the vertical ; the tensions of HM, MK, 
KN^ NH are 52, 56, 52, 16 pounds' weight respectively ; 
the thrust in the rod is 60 pounds' weight. 

EXAMPLES V. 

1. 1*414 P, acting at an angle of 45° with the vertical. 

2. 16, 12 pounds' weight. 

3. ^ at each peg, in a direction making 30° with the horizontal 

4. At (7, 10 pounds' weight at an angle of 60° with the vertical. 
At 5, 17*32 pounds' weight in a horizontal direction. 

6. 44*72 pounds' weight, acting at an angle of 26^° with the 
vertical. 

6, 39*22 pounds' weight, acting at an angle of 11 J* with the 

vertical. 

7. At 5, 11*10 pounds' weight at an angle of 56j° with the 

vertical. 
At C, 16*64 pounds' weight at an angle of 33|° with the 
vertical. 

8. 41*23 pounds* weight each, at an angle of 14° with the 

horizontal 

9, 3 pounds* weight ; 13*93 pounds' weight. 

10. 1*56 pounds' weight. 

11, 3*38 ounces' weight. 
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12. C rests 3 inches below, and 4 inches to the right of, A, 
10 pounds' weight. 

13. The ring rests at a point distant 7 inches from A and 25 inches 

from By the angle at A being a right angle. 
10 pounds' weight. 

14. At B and (7, 6 pounds' weight each in a horizontal direction. 
At -4, 8 pounds' weight in a vertical direction. 

Tension = 5 pounds' weight. 

15. Tension = 10 pounds' weight. 

At B and (7, 16 pounds' weight each in a horizontal direction. 
At Ay 12 pounds' weight in a vertical direction. 

16. Tension= 10 pounds' weight. 

At Ay 8*94 pounds' weight at an angle of 63^** with the vertical. 
At By 17*89 pounds' weight at an angle of 26^* with the 

vertical. 
At Cy 16 pounds' weight in a horizontal direction. 

17. In the direction COy where C is in AB at a distance of 3 inches 

from A, 
Tension = 8 '94 pounds' weight. 

At Ay 12*65 pounds' weight at an angle of 45° with AB. 
At jB, 16*97 pounds' weight at an angle of 18^° with BA. 

18. 95, 65 pounds' weight. 

19. 1*75 inches ; 40 pounds' weight. 

20. 6 pounds' weight, at an angle of 41^° with the vertical. 

21. When the rod is vertical, the tension of each string is 

8 pounds' weight. 
When the rod is horizontal, the tensions of ACB and ABB 
are 10 and 17 pounds' weight respectively. 



EXAMPLES VI. 

1. 5, 4 pounds' weight. 

2. 17*32, 20 ounces' weight. 

3. 36, 20 ounces' weight. 

4. 1*15 pounds' weight each. 
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5. 12 pounds' weight. 

6. -866 TT, at an angle of 30° with the vertical. 

7. 7-66, 6-43 pounds' weight. 

8. (a) 1 '82 pounds' weight. 
(b) 1*71 pounds' weight. 

9. 6 feet 8 inches. 

10. 10 pounds' weight; 31*62 pounds' weight. 

11. 40 pounds' weight. 

12. 12 ounces' weight. 

13. 9-66, 6-73 pounds' weight. 

14. 60% 17*32 pounds' weight. 3*46 inches. 

15. 7, 15 ounces* weight. 

16. 6*2 ounces' weight. 

17. 1 foot, 7*66 pounds' weight. 



EXAMPLES Vn. 

1. (i.) 4*66, 11*03 ounces' weight ; 
(ii.) 4*29, 9*81 ounces' weight ; 

(iii.) 9*41 ounces' weight, at an angle of 23^° with the vertical ; 
(iv.) 4*23 ounces' weight, in an upward direction inclined at an 
angle of 25* to the horizontal. 

2. (i.) 56*7 ounces' weight ; 
(ii.) 5*77 ounces' weight ; 

(iii.) 9 85 ounces' weight, at an angle of 10° with the vertical; 
(iv.) 5 ounces' weight, at an angle of 60° with the vertical. 

3. (i.) 7*09 ounces' weight; 
(ii.) 1*92 ounces' weight; 

(iii.) 6*43 ounces' weight, at an angle of 50° with the vertical; 
(iv.) 1*74 ounces' weight, at an angle of 80° with the vertical 

4. 22 ounces* weight ; 1*31 ounces' weight. 

5. *75 ; 3*6 pounds' weight. 2*88 pounds' weight, at an angle of 

73|° with the horizontal. 

6. 1*15 pounds' weight. 

7. 10° and 50° from the highest and lowest points of the hoop. 
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EXAMPLES VHL 

1. (i.) 12 P, iu the same direction as each of the given forces, 

through a point C in AB^ such that AG='b% of AB, 

(ii.) 2 P, in the direction of the 7 P, through a point C in AB 
produced, such that AC^Z'b of AB. 

2. 5 pounds' weight, in the direction of the second force, at a 

distance of 16 inches beyond that force. 

3. 34 '83 pounds' weight along the line XY^ where X is a point in 

DA^ such that DX= '45 of DA^ and F is a point in CBy 
such that Cr= -66 of CB, 



EXAMPLES IX. 

1. 6'93 pounds' weight each, at an angle of 30° with the vertical. 

2. 22*5 pounds' weight ; 21*93 pounds' weight, at an angle of 24^** 

with the vertical. 

3. 90 pounds' weight. 

4. 144 pounds' weight. 

5. 45*5 pounds' weight. 

6. 17'32 pounds' weight; 17*32 pounds' weight, in a direction 

perpendicular to the rod. 

7. 10 pounds' weight ; 17*32 pounds' weight, at an angle of 30° 

with the vertical. 

8. Reaction at jB= J Pf in a horizontal direction. 

Reaction at the hinge =f W at an angle of 63° with the vertical. 

9. 125 pounds' weight ; 103*1 pounds' weight, at an angle of 14° 

with the horizontal. '25. 

10. 13*29 inches, 59*64 ounces' weight. 

11, 369*5 pounds' weight, at an angle of 15f ° with the horizontal ; 

260*9 pounds' weight. 

12. 1*42 feet from A ; 11*66, 17*73 ounces' weight. 

13, 2 pounds' weight; 4*47 pounds' weight, at an angle of 26^° 

with the vertical. 
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14. 5*46 pounds. 

15. 1*86 pounds* weight. 

16. -6 TT, -866 W. 

17. W each. 

18. 6, 10 pounds' weight. 

19. 65 pounds' weight. 

20. 26, 28 pounds' weight. 

21. 4 inches, 25 pounds' weight. 

22. The middle point ; ^W, ^W. 

23. Either from a point dividing AC in. the ratio 1 : 3, or from a 

point dividing BCin the ratio 5:3; 8*66, 5 pounds' weight. 

24. 13 pounds ; 19*2 pounds' weight, at an angle of 38f ° with the 

vertical. 

25. 30, 26*46 pounds' weight. 
2Q» Horizontal. 

27. Pressure at 2>=1 pound weight, at an angle of 30° with the 

horizontal. 
Action at 0=1*73 pounds' weight, at an angle of 60° with the 
horizontal. 

28. Perpendicular to BC, 9 inches from B. 

29. Ill direction OP, where P is at distances of 18 and 24 inches 

respectively from A and B, 

30. 15*6 pounds' weight; 9*92 pounds' weight, at an angle of 62|° 

measured downwards from the horizontal. 

31. -5 TT, 677 W, 

32. Between 3 and 8 inches from A, 

33. 5 inches from A, 

34. 1*895 pounds' weight. 

35. 96*43, 53-57 pounds' weight. 

36. 100, 40 pounds. The first man would support 12 pounds more, 

and the other 12 pounds less. 

37. 9*49 pounds' weight. 

38. 16 pounds' weight ; 40 pounds' weight 
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EXAMPLES X. 

1. 1*73 pounds' weight, in a direction perpendicular to the first 

side, through a point which divides that side externally 
in the ratio 1 : 3. 

2. 96 pounds' weight, in a direction perpendicular to BC, through 

the middle point of BC, 

3. 3*6 pounds' weight along FG, where G is in BC produced such 

that CG=^,BC, and F is in AD produced such that 
DF=AR 

4. 105 pounds' weight along LB, where L is in DA produced 

9 inches from A. 

5. 7 pounds* weight, at an angle of 81f ' with AB, through in 

/Y7 produced, where CO = side of hexagon. 



EXAMPLES XL 

1. Tension of string = 9 pounds' weight. 
Pressure of step =15 pounds' weight. 
Pressure of ground =13 pounds' weight. 

2. S'ee, 15, 17-32 pounds' weight; '58. 

3. - -5 P, '71 P, -5 P. 

4. 50, 48-4, 187-5 pounds' weight. 

5. 49-24. 

6. 5, 12*32, 20 pounds' weight. 

7. 15, 12-69, 12-69 pounds' weight. 

8. P,2P,P. 

9. 10, 17-32, 34-64 pounds' weight. 

10. 28-87 pounds' weight. 

Tension of Aff=67'74 pounds' weight. 
Tension of BK =50 pounds' weight. 

11. 41-6, 79-2, 36-0 pounds' weight. 

12. 25 pounds' weight. 

13. 8, 37-86, 8-28 pounds' weight. 
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14. 10 poimds. 

Tension of BD =10 pounds' weight. 
Tension of AC =11 '32 pounds' weight. 

15. 33, 60, 66 pounds' weight. 

EXAMPLES Xn. 

1. 33-79, 33-21 pounds' weight 

2. iW. 

3. 63 pounds. 

4. 5 feet. 

5. 3 inches. 

6. 6 pounds' weight, 7 inches from A, 

7. 2 pounds' weight, 8 inches from A. 

8. 20 inches, 12 pounds' weight. 

9. 7 pounds' weight, 9*14 inches from A. 

EXAMPLES XnL 

1. 45, 330, 45 pounds' weight. 

2. 85-33, 270, 85-33 pounds' weight. 

3. 25*5 pounds' weight; 154*2 pounds' weight, at an angle of 

80^° with the ground. 

4. 70 pounds' weight ; 90*4 pounds' weight, at an angle of 27}** 

with the vertical. 

6, 9 pounds' weight; 15 pounds' weight, at an angle of 37° with 
the vertical. 

EXAMPLES XIV. 

1, 20 pounds' weight each, 15 pounds' weight, 25 pounds' weight 
each. 

.2, The rod is inclined at an angle of 81 1° to the vertical, JT being 
the highest point; the tensions of XJTand LK are 24 and 
40 pounds' weight respectively ; the thrust in the rod is 
15 pounds' weight. .j 



•v 
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3. 62 pounds' weight. The tensions of the rods BC, CA^ AB are 
25, 39, 33 pounds' weight respectively ; the action at A is 
60 pounds' weight, in a direction perpendicular to BC. 

4; Tension of string = 115*5 pounds' weight. 
In AB^ a thrust of 57*7 pounds' weight. 
In BC^ a tension of 115*5 pounds' weight. 
In CA, a thrust of 115*5 pounds' weight. 
Action at ^ = 152*8 pounds' weight, at an angle of 41** with AB, 

5. The force applied at ^ = 108 pounds' weight. 
Reaction at J5=60 pounds' weight vertically upwards. 

In BG and CA, tensions of 75 and 117 pounds' weight 

respectively. 
In AB^ a thrust of 45 pounds' weight. 

6. 28 pounds' weight each. 

In AB^ BC^ CD, DA, tensions of 30, 26, 26, 30 pounds' weight 
respectively. 

7. 80 pounds' weight each. 

8. The forces in the lines 6c, da, and the tensions of the rods oa, 

oh, oc, od are 80, 60, 36, 48, 64, 48 pounds* weight respec- 
tively. 

9. Tension of string =200 pounds' weight. 

In AB, BC, CD, DA, tensions of 130, 90, 130, 90 pounds' 
weight respectively. 

10. In AB and EF, tensions of 51 pounds' weight each. 
In BC and DE, tensions of 30 pounds' weight each. 
In CD, tension of 18 pounds' weight. 

In BE, tension of 27 pounds' weight. 

11. In AC, CD, DB, tensions of 20, 12, 20 pounds' weight respec- 

tively. 

12. In AB and BC, tensions of 25 and 60 pounds' weight re- 

spectively. 
In AD and DC, thrusts of 25 and 50 pounds' weight respectively. 
The reactions at B and D are 49*24 pounds' weight each. 
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13. The actions at B and D are 48 and 161*3 pounds' weight 

respectively. 

In AD and DC, tensions of 250 and 300 pounds' weight 
respectively. 

In AB and BG, thrusts of 240 and 288 pounds' weight 
respectively. 

14. In AB, BC, CD, DE, tensions of 56, 65, 65, 56 pounds' weight 

respectively. 
In BF and FD, thrusts of 33 pounds' weight each. 



EXAMPLES XV. 

1. In AB, BC, CD, tensions of 1-166 TT, -577 fT, l-165Tr 

respectively, where W is the weight of each mass. 

2. 8*66 pounds' weight. 

In AB, a thrust of 3 pounds' weight. 

In BC and CD, tensions of 5 pounds' weight each. 

3. 63 pounds' weight. 

In BC and CD, tensions of 52 and 25 pounds' weight respec- 
tively. 
In AB, a thrust of 20 pounds' weight. 

4. 69*29 pounds' weight. 

In BC and CD, tensions of 34*6 and 60 pounds' weight respec- 
tively. 
In AB, a thrust of 17*3 pounds' weight. 

5. 33*3 pounds. 

In AB, BC, CD, tensions of 115-5, 67*7, 66-7 pounds' weight 

respectively. 

6. (i.) 59J°, 90", 59i" to the vertical ; 
(ii.) 11-64, 10, 11-64 feet; 

(iii.) 48-85, 41*95, 48*85 pounds' weight. 

7. (i.) 25*' ; 

(ii.) 6627 pounds' weight; 
(iii.) 2813 pounds' weight ; 
(iv.) 4-56 feet. 
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EXAMPLES XVL 

1. In AC, a. tension of 112 pounds' weight. 

In AB and AD tensions, in BC and CD thrusts, each of 
64 pounds' weight. 

2. In ^C7, a tension of 52 pounds' weight.. 

In AB and AD, tensions of 80 pounds' weight each. 
In BC and CD, thrusts of 40 pounds' weight each. 

3. In DC, a thrust of 272 pounds' weight. 
In BC, a tension of 308 pounds' weight. 
In DB, a thrust of 231 pounds* weight 
In AB, a tension of 385 pounds' weight. 

4. AB is horizontal. 

In AC, AB, DA, tensions of 8*75, 2*04, 26*04 pounds' weight 

respectively. 
In BCsLnd CD, thrusts of 7*29 pounds' weight each. 

5* 192 pounds. 

In ^C7, a tension of 150 pounds' weight. 

JnABa. tension and in BC a thrust, each of 90 pounds' weight. 
In AD a tension and in DC a thrust, each of 120 pounds' 
weight. 

6. 50 pounds' weight. 

In Kff, KM, KL, tensions of 30, 50, 40 pounds' weight 
respectively. 

In MH and ML, thrusts of 40 and 30 pounds' weight respec- 
tively. 

7. 32 pounds' weight. 

In BA, BD, BC, tensions of 50, 56, 34 pounds' weight respec- 
tively. 

In DA and DC, thrusts of 50 and 34 pounds' weight respec- 
tively. 

8. The forces applied at A and (7 are 120 pounds' weight each. 
In BA, BD, BC, tensions of 125, 42, 125 pounds' weight 

respectively, 
la DA and DC, thrusts of 35 pounds' weight ^a^Xi. 
D.S. Y 
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9. In AB, EG, CD, CA, tensions of 11-55, 5*77, 28*87, 10 pounds' 
weight respectively. 

10. In AB, BC, CD, CA, thrusts of 11-55, 6-77, 28-87, 10 pounds' 

weight respectively. 
In AD, a tension of 14*43 pounds' weight. 
The reactions at A and D are 15 and 25 pounds' weight 

respectively. 

11. In the lower rods, tensions of 120 pounds' weight each. 
In the upper rods, thrusts of 130 pounds' weight each. 
In the upright, a tension of 100 pounds' weight. 

12. In the lower rods^ tensions of 125 pounds' weight each. 
In the upper rods, thrusts of 150 pounds' weight each. 
In the upright, a tension of 180 pounds' weight. 

13. In the 28-foot rod, a thrust of 14^000 pounds' weight. 
In the 20-foot rod, a tension of 10,000 pounds' weight. 
In the upright, a thrust of 15,780 pounds' weight. 

In the 13-foot rod, a tension of 22,520 pounds' weight. 
The action at A is 28,150 pounds' weight, at an angle of 18* 
with the vertical. 



EXAMPLES XVIL 

1, In BCf a thrust of 117 pounds' weight. 

In OB and OC, ties of 97-5 pounds' weight each. 
In OA and OD, ties of 62*5 pounds' weight each. 
In BA and CD, thrusts of 97*5 pounds' weight each. 

2, In the two lower rods, tensions of 288*7 pounds' weight each. 
In the three upper rods, thrusts of 577*4 pounds' weight each. 
In the two internal rods, tensions of 577-4 pounds' weight each. 

3, In the two lower rods, tensions of 150 pounds' weight each. 
In the two side rods, thrusts of 250 pounds' weight each. 
In the top middle rod, a thrust of 300 pounds' weight. 

In the two internal rods, tensions of 250 pounds' weight each. 

5. Tension of 808*9 pounds' weight, thrust of 622*2 pounds' 
weight, tension of 311*1 pounds' weight 
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7. In the lower horizontal rods, tensions of 466*7, 1400, 1400^ 
466*7 pounds' weight. 
In the upper horizontal rods, thrusts of 933-3, 1866*7, 933*3 
pounds' weight. 

The other rods, taken in order, are : — strut, tie, strut, tie, tie, 
strut, tie, strut. 

9. In the top rod, a thrust of 4480 pounds* weight. 
In the bottom rod, a tension of 5973 pounds' weight. 
In the internal rod, a thrust of 1867 pounds' weight. 

12. In the horizontal rod, a tension of 112 pounds' weight. 
In the top rod, a thrust of 200 pounds' weight. 
In the internal rod, a tension of 80 pounds' weight. 



EXAMPLES XVIIL 

1. 26, 22*5, 22'6, 26 ounces' weight. 

2. In HK^ HF^ HN^ tensions of 26, 36, 26 ounces* weight respec- 

tively. 
The actions at L and M&re each 26 ounces' weight, in directions 
parallel to iTzV, HK respectively. 

3. 2*5, 4*2, 4*2, 2*5 pounds' weight. 

4. Thrust in the cross-rod =57 pounds' weight. 
Tension of each string = 25 pounds' weight. 

Action at the hinge =37 pounds* weight, in a horizontal 
direction. 

5. Thrust in the cross-rod =3*46 W, 

The actions at the hinges are : — 
At A and F^ 2*75 W each, at an angle of 24|° with the vertical. 
At B and F, 1*89 W each, at an angle of 37^** with the vertical. 
At C and 2), 2*36 TT each, at an angle of 77i° with the vertical. 

6. Tension of string = 1 * 1 5 TT. 

Action at H'= '5 W, in a vertical direction. 

Action at Z=*76Tr, at an angle of 49° with the vertical. 

7. 1*5 W; -29 W, 1*73 W, 2*31 TT. 
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8. Tension of string =4 jr. 

Action at K^ '87 TT, in a horizontal direction. 

Action at Z=l*32 TT, at an angle of 41** with the vertical. 

Action at i/'=2*18Tr, at an angle of 23^° with the vertical. 

9. Tension of string= 2-67 W, 

Action at K— *87 TT, in a horizontal direction. 

Action at Z=l*32Tr, at an angle of 41** with the vertical. 

Action at Jf^l'OO TT, at an angle of 52^** with the vertical. 

10. 28 pounds' weight each. 

11. Tension of FH'=2l pounds' weight. 
Tension of OK^Zb pounds' weight. 

EXAMPLES XIX. 

1. 4*9 pounds' weight. 

2. 30, 26-46 pounds' weight. 

3. 126*69, 136*85 pounds' weight. 

5. 115*5 pounds' weight. 

6. W. 

EXAMPLES XX. 

1. -164. 

2. -5 TT, 30° with the horizontal. 60^ 

3. 50 feet up the ladder. 

4. 16f. 

5. To the top of the ladder. 

6. 45°. 

7. It slips. 
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